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The  Toronto  Firemen's  Burial  Fund 


HIS  book  is  published  in  the  sole  interest  of  the 
Toronto  Firemen's  Burial  Fund.  The  following  few 
remarks  and  explanations  will  be  of  interest  to  you 
as  a  citizen,  taxpayer  and  business  man. 

The  Toronto  Fire  Department  have  two  distinct 
funds,   one   being    the    "Toronto   Firemen's  Burial 
Fund,''  which  covers  every  member   of  the  depart- 
ment, while  in  comparison,  the  other  fund,  known 
as  the  "Benefit  Fund,"  covers  but  89%  of  the  Toronto 
Fire  Fighters.     You  can  see  by  this  that  the  first 
mentioned  Fund    (TORONTO  FIREMEN'S  BURIAL  FUND), 
receives   the   strongest   endorsation   and  support  of  the  Firemen 
themselves. 

The  Toronto  Firemen's  Burial  Fund  was  formed  two  years  ago, 
and  in  that  time  this  fund  has  paid  out  fourteen  claims  made  upon  it 
by  Fire  Fighters'  deaths. 

One  of  the  great  assets  of  this  Burial  Fund  is  that  all  claims  made 
upon  it  through  the  death  of  one  of  its  participants  are  paid  instantly, 
and  in  the  majority  of  cases  within  two  hours  after  the  death  occurs. 

We  are  taking  this  opportunity  of  asking  you,  if  at  any  time 
you  feel  you  would  like  to  show  your  own  personal  appreciation  for 
our  good  work  in  saving  buildings  and  stocks  from  the  ravages  of 
fire,  that  you  make  your  cheque  payable  to  THE  TORONTO 
FIREMEN'S  BURIAL  FUND  and  send  it  either  to  the  President 
of  the  Association  or  else  to  the  Secretary-Treasurer  of  the  Burial 
Fund,  thereby  giving  each  and  every  fireman  an  equal  share. 

We  also  wish  to  take  this  opportunity  of  thanking  our  many 
friends,  the  citizens  of  this  city,  who  have,  on  many  occasions,  sent  in 
cheques  and  letters  of  appreciation  for  good  and  efficient  work  that 
the  Toronto  Fire  Fighters  have  done. 

We  appreciate  your  kind  support. 

On  behalf  of  the  Toronto  Fire  Fighters,  I  am,  yours  very  truly, 

J.  L.  WHITE,  Secretary-Treasurer, 

Toronto  Firemen's  Burial  Fund. 
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William  J.  Russell 

Born  in  York  County,  near  Toronto;  joined  the  Fire  Dept.  Jan  10th,  1883;  appointed 
Captain  in  1901  and  District  Chief  in  1911,  Deputy  Chief  in  May,  1916,  and  Chief  of  the  Dept. 
in  May,  1919. 

To  be  the  directing  head  of  Toronto's  Fire  Department  is  a  big  man's  job,  and  Chief  Wil- 
liam J.  Russell  is  a  big  man  physically  and  mentally,  one  of  the  shrewdest  and  most  able  fire 
fighting  chiefs  on  the  continent. 

With  Toronto's  population  of  627,520  people,  $326,902,441  worth  of  buildings  and  dwellings, 
to  say  nothing  of  their  valuable  contents,  to  be  protected  from  fire  is  a  hugh  responsibility.  Not 
only  has  Chief  Russell  the  responsibility  of  protecting  Toronto  from  fire  but  his  office  job  of 
administering  the  Department  is  a  big  one,  and  for  the  past  four  years  and  a  half  he  has  admin- 
istered his  post  with  rare  judgment  and  tact. 

He  is  a  veteran  fire  fighter,  yet  youthful  in  appearance.  He  is  a  doer,  not  a  talker,  and 
has  no  use  for  fads  and  frills,  and  is  on  the  job  twenty-four  hours  a  day,  three  hundred  and 
sixty-five  days  a  year.  Since  assuming  command  of  the  Fire  Department  Chief  Russell  has 
shown  himself  to  be  keenly  interested  in  giving  Toronto  the  best  Department  on  the  continent. 
Keeping  his  eye  on  the  rapid  striding  growth  of  the  city  in  every  direction,  he  has  equipped  the 
Fire  Department  with  the  latest  modern  and  most  powerful  fire  fighting  apparatus.  He  is 
always  leading  his  men  and  never  asks  a  man  to  go  anywhere  he  would  not  go  himself.  He 
demands  everything  from  his  men,  yet  keeps  a  cool  head. 

30  years  fighting  fires  in  Toronto  has  given  Chief  Russell  a  determined  aggressive  driving 
force  which  he  instils  into  his  subordinate  officers  and  men.  But  under  this  somewhat  stern 
exterior  he  possesses  a  big  heart  and  a  strong  human  feeling  for  his  men.  Nothing  is  further 
from  his  mind  than  to  injure  anyone's  feelings,  and  he  is  always  ready  to  give  credit  where  credit 
is  due. 

Chief  Russell  is  not  a  mixer.  He  is  somewhat  distant  and  reserved,  yet  when  approached 
he  is  kind  and  courteous  and  always  ready  to  hear  a  man's  story. 

Over  thirty  years  he  has  been  in  the  service  and  to-day  can  look  back  to  the 
days  when  the  Fire  Department  had  few  men  and  obsolete  equipment  as  compared  with  the 
wonderful  fire  fighting  machines  of  to-day.  As  a  fireman  he  started  his  career  at  old  Court 
vStreet  Station  with  the  hook  and  ladder  truck;  was  transferred  to  Berkeley  Street  for  four  years, 
and  then  sent  back  to  Court  Street  on  the  hook  and  ladder.  From  there  he  was  moved  to  Lom- 
bard Street  and  in  1901  was  promoted  to  Captain,  there  being  no  rank  of  Lieutenant  then,  and 
was  placed  in  charge  of  the  aerial  truck  at  Bay  Street  where  he  stayed  for  many  years.  In  1911 
he  was  promoted  to  the  rank  of  District  Chief,  and  put  in  charge  of  the  Western  Section,  as  it 
was  known  then,  with  headquarters  at  Perth  Avenue  Hall.  Three  years  later  he  was  brought 
back  from  Perth  Avenue  Hall  and  appointed  Acting  Deputy  Chief,  and  held  that  post  until 
April,  1915,  when  he  was  promoted  to  Deputy  Chief,  and  with  the  resignation  of  Chief  Smith, 
a  few  months  later,  his  faithful  services  were  rewarded  by  promotion  to  Chief  by  the  unanimous 
vote  of  Council. 

In  selecting  William  J.  Russell  for  Chief  it  was  a  tribute  to  a  man  who  has  proved  himself 
to  be  a  real  active  leader,  and  since  assuming  the  command  of  the  Department  Chief  Russell 
has  proved  his  appointment  was  no  mistake. 
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WILLIAM  J.  RUSSELL 
CHIEF 
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Biographical  Sketch  of  Members  of 
1922  Board  of  Control 


MAYOR  CHARLES  ALFRED  MAGUIRE 

Charles  Alfred  Maguire  is  Mayor  of  Toronto  for  the  year  1922.  Mr.  Maguire  was  elected  by  acclamation  at 
the  official  nominations  on  December  21,  1921.  He  enjoys  the  distinction  of  being  the  first  Mayor  in  Toronto's 
history  to  receive  a  first  term  without  a  contest. 

The  new  Mayor,  like  his  predecessor,  T.  L.  Church,  is  an  outstanding  and  aggressive  supporter  of  public  owner- 
ship. During  the  past  few  years  he  has  given  practically  his  whole  time  to  the  city's  affairs  and  his  elevation  from 
the  vice-chairmanship  of  the  Board  of  Control  to  the  highest  office  in  the  gift  of  the  people  was  largely  due  to  his 
fidelity  to  the  city's  interests  and  to  the  general  feeling  that  "Maguire  is  entitled  to  the  Mayoralty."  He  has  a 
widespread  popularity  among  all  classes  of  the  citizens. 

Mr.  Maguire  is  the  forty-first  Mayor,  the  first  being  William  Lyon  Mackenzie.  First  elected  as  an  alderman 
from  Ward  Three  in  1909,  he  was  re-elected  in  1910-11-12-14-15-16-17.  He  was  controller  during  part  of  1912  and 
for  the  years  1918-19-20-21.  He  was  born  at  70  Gerrard  Street  West,  the  youngest  of  a  family  of  nine  children. 
His  parents  were  Mr.  and  Mrs.  James  Maguire.  His  father  came  to  Toronto  when  10  years  of  age  from  County 
Armagh,  Ireland,    His  mother,  who  was  Miss  Elizabeth  Brown,  was  born  in  Toronto. 

Mayor  Maguire  is  46  years  old.  He  is  senior  member  of  the  firm  of  Maguire  &  Connon,  chief  representatives 
in  Toronto  and  York  County  for  the  Royal  Insurance  Company.  He  was  educated  at  Elizabeth  and  Victoria  Street 
schools  and  at  Wellesley  School.  He  was  married  on  February  9th,  1900,  to  Miss  Lillian  Cusack,  of  Toronto.  Mr. 
and  Mrs.  Maguire  have  one  son,  Herbert,  aged  12.  The  Mayor  is  a  member  of  the  Masonic  Order,  St.  Andrew's 
Lodge,  Occident  Chapter  and  Cyrene  Preceptory,  and  of  the  Knight  Templars,  also  a  member  of  Loyal  Orange  Lodge, 
No.  778,  and  of  the  Mystic  Shrine  and  of  the  Knights  of  Pythias.  He  is  a  Liberal  and  his  clubs  are  the  Oakwood 
Lawn  Bowling  and  the  Ontario  Club.    In  religion  he  is  a  Presbyterian,  being  a  member  of  the  Deer  Park  Church. 

Always  active  in  the  Hydro  power  and  light  enterprise,  he  is  vice-president  of  the  Hydro-Electric  Railway 
Association  and  a  member  of  the  executive  of  the  Hydro  Power  Association. 

At  the  inaugural  meeting  of  the  new  City  Council  on  February  9,  1922,  he  outlined  the  following  policies  for 
the  present  year:  Carrying  out  the  will  of  the  people  for  the  building  of  Hydro  radials  and  the  utmost  co-operation 
with  Sir  Adam  Beck,  a  determined  effort  to  get  the  railway  viaduct  on  the  waterfront  built,  the  utmost  endeavor 
to  hold  the  tax  rate  down  to  33  mills  and  effect  a  reduction  if  possible,  appointment  of  a  commission  to  carry  out 
street  extensions  and  widenings  without  cost  to  the  city,  and  commencement  of  work  on  as  many  deferred  improve- 
ments as  the  finances  of  the  city  will  permit. 


CONTROLLER  THOMAS  FOSTER 

Born,  Vaughan  Road,  York  Township,  1852. 
Son  of  Mr.  and  Mrs.  J.  T.  Foster. 

Educated,  Public  schools  and  British-American  College. 
Served  in  City  Council  eighteen  years,  eleven  as  alder- 
man and  seven  as  controller,  including  1922. 
Married  Miss  Elizabeth  Macauley,  Toronto. 
Religion,  Presbyterian. 

Politics,  Conservative.    Was  Conservative  M.P.  for 

East  York  from  1917  to  1922. 
Occupation,  retired. 

Activities,  economical  municipal  government. 
Resides,  20  Victor  Ave.    Tel.  Ger.  2292. 

CONTROLLER  JOSEPH  GIBBONS 

Born,  Wellesley  Township,  Waterloo  County,  1864. 

Son  of  Michael  Gibbons,  farmer. 

Educated,  Macton  Separate  School. 

Served  in  Council,  alderman  Ward  5,  1915-1916-1917- 

1918.    Controller,  1920-1921-1922. 
Married  Miss  Margaret  Corcoran,  Haldimand  County. 
Religion,  Roman  Catholic. 
Politics.  Independent. 

Occupation,  Business  Agent,  Toronto  Street  Railway 
Employee's  Union  since  1912.  Telephone,  office 
M.  4727;  residence,  Kenwood  4494. 

Was  one  of  labor's  representatives  on  Workmen's 
Compensation  Board,  Unemployment  Commission, 
( Intario  Housing  Commission  and  War  Trade  Board. 

Member  of  the  Independent  Labor  Party. 


CONTROLLER  RUSSELL  NESBITT 

Born  Township  of  Cartwright,  Durham  County,  Nov- 
ember 1,  1884. 
Son  of  George  M.  Nesbitt. 

Educated,  Wellesley  School,  Jarvis  Collegiate,  Trinity 

University  and  Osgoode  Hall. 
Served  in  Council  five  years  as  alderman  for  Ward  4. 

Elected  to  Board  of  Control  on  January  1,  1921-1922. 
Married  Miss  Sadie  Harrison  Brown,  July  4,  1914. 
Religion,  Anglican. 
Politics,  Conservative. 

Occupation,  Barrister-at-law.  Telephones,  office, 
Crown  Life  Building,  M.  5707;  residence,  225  Hill- 
crest  Drive,  H.  0785. 

Member  of  Brunswick  Lodge,  I.O.F.,  Coronati  Mas- 
onic Lodge,  I.O.O.F.,  Court  McCaul,  C.O.F.,  Court 
Bellevue,  Past  Master  McKinley,  L.O.L.,  Black 
Knights  of  Ireland,  Red  Cross,  No.  342.  President 
Ward  4  Conservative  Association,  vice-president 
Toronto  Conservative  Club,  Member  Simcoe  Club. 

CONTROLLER  WILLIAM  WESLEY  HILTZ 

Born,  Erin  Township,  Wellington  County,  1872. 
Son  of  Edward  Hiltz. 

Educated,  Wellington  public  schools,  Georgetown  and 
Milton  High  Schools  and  Hamilton  Normal  College. 

Served  in  Council  six  years  as  alderman  for  Ward  1. 
Elected  to  Board  of  Control  on  January  1,  1921-1922. 

Married  Miss  Annie  Laidlaw,  1899. 
Religion,  Methodist. 
Politics,  Conservative. 

Occupation,  Builder.  Residence,  682  Broadview,  G.  0137 

Office:  Ger.  9199. 
Member  of  Canadian  Club  and  of  Masonic,  L.O.L. 

and  Oddfellows  Lodges. 
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We  offer  our  services  backed  with  years  of  experience, 

and  the  desire  to  meet  every  requirement. 
General  Parlors  and  Offices:  QUEEN  and  BROADVIEW 


Washington  &  Johnston 


PHONE  GERRARD  0100 
TORONTO 
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Deputy  Chiefs  and  their  Appointments 


DEPUTY  CHIEF  GEO  SINCLAIR 


Appointed  July  22,  1895. 

Promoted  to  rank  of  Lieutenant 
Jan.  1,  1906. 

Promoted  to  rank  of  Captain, 
Oct.  1,  1910. 

Promoted  to  rank  of  Dist.  Chief, 
Jan.  17,  1916. 

Promoted  to  rank  of  Deputv 
Chief,  Mav  1,  1919. 


Appointed  April  26,  1895. 

Promoted  to  rank  of  Lieutenant, 
Jan.  1,  1906. 

Promoted  to  rank  of  Captain, 
Jan.  1,  1910. 

Promoted  to  rank  of  Dist.  Chief 
June  18,  1914. 

Promoted  to  rank  of  Assistant 
Deputy,  Jan.  15,  1919. 

Promoted  to  rank  of  Deputy 
Chief  Mav  1,  1919. 


DEPUTY  CHIEF  DUNCAN  Ale  LEAN 
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District  Chiefs— No.  1  Shift 


L.  DISTRICT  CHIEF  J.  WM.   FOX,   Fire  Station 
No.  14,  at  Ossington  near  Bloor. 

Appointed  Nov.  16,  1896. 
Promoted  to  rank  of  Lieut.  Oct.  1,  1010. 
Promoted  to  rank  of  Capt.  Jan.  7,  1913. 
Promoted  to  rank  of  District  Chief  Jan.  15,  1919. 

2.  DISTRICT  CHIEF  GEO.  BELL,  Fire  Station  No. 

13,  at  Dundas  St.  W. 

Appointed  April  26,  1S95. 
Promoted  to  rank  of  Lieut.  Jan.  4,  190(>. 
Promoted  to  rank  of  Capt.  June  16,  1911. 
Promoted  to  rank  of  Dist.  Chief  Jan.  15,  1919. 

3.  DISTRICT  CHIEF  THOS.  JONES,  Fire  Station 

No.  10,  at  Yorkville  Ave. 


Appointed  Oct.  5,  1884. 
Promoted  to  rank  of  Capt.  Jan.  1,  1906. 
Promoted  to  rank  of  Dist.  Chief  Oct.  25, 
One  year  spent  in  Court  .St.  Station. 
29  years  spent  in  Yonge  St.  Station. 
7  years  spent  in  Yorkville  Ave.  Station. 


1914. 


CORBETT,  Fire  Station 


4.  DISTRICT  CHIEF  W. 

No.  2,  at  Portland  St. 

Appointed  Feb.  1,  1897. 
Promoted  to  rank  of  Lieut.  Sept.  6,  1906. 
Promoted  to  rank  of  Capt.  Sept.  12,  1912. 
Promoted  to  rank  of  Dist.  Chief  Jan.  16,  1916. 

5.  DISTRICT  CHIEF  THOS.  TATE,  Fire  Station 

No.  12,  at  Bolton  Ave. 

Appointed  Nov.  16,  1896. 
Promoted  to  rank  of  Lieut.  Oct.  10,  1910. 
Promoted  to  rank  of  Capt.  Jan.  17,  1914. 
Promoted  to  rank  of  Dist.  Chief  Jan.  14,  1919. 


6.  DISTRICT    CHIEF   JACK  SEE, 
No.  4,  at  Berkeley  St. 


Fire  Station 


Appointed  Nov.  14,  1898. 
Promoted  to  rank  of  Lieut.  Nov.  4,  1911. 
Promoted  to  rank  of  Capt.  June  18,  1914. 
Promoted  to  rank  of  Dist.  Chief  Jan.  20,  1921. 


7.  DISTRICT  CHIEF  E.  KEARNS,  Fire  Station 
No.  9,  at  Ossington  Ave.,  near  Queen. 

Appointed  Jan.  10,  1898. 
Promoted  to  rank  of  Lieut.  Nov.  4,  1911. 
Promoted  to  rank  of  Capt.  Jan.  24,  1916. 
Promoted  to  rank  of  Dist.  Chief  Jan.  20,  1921. 


Illuminating  Glassware 

MADE  IN  CANADA 

When  buying  Electric  Shades,  Gas  Shades,  or 
other  Illuminating  Glassware,  insist  on  having 

JEFFERSON 
GLASS 

You  will  then  be  patronizing  Home  Industry 
and  getting  the  best 

Jefferson  Glass  Co,,  Limited 

Head  Office  and  Factory:      388  Carlaw  Avenue,  Toronto 

Montreal:  285  Beaver  Hall  Hill,  Winnipeg:  282  Main  St. 

Vancouver:  510  Hastings  Street  W. 
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District  Chiefs 

iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiii 
—No.  2  Shift 

iiiiiiiiiiiiiiiiiiiiii 

l.   DISTRICT  CHIEF  ALEX.  GUNN,  Fire  Station 
No.  10,  at  Yorkville  Ave. 

Appointed  June  1,  1891. 

Promoted  to  rank  of  Capt.  Jan.  1,  1900. 

Promoted  to  rank  of  Dist.  Chief  June  14.  1914. 

4.  DISTRICT  CHIEF  CHAS.  DUNN.  Fire  Station 

No.  13,  at  Dundas  St.  West.  Appointed  Nov.  25,  1899  m 

Promoted  to  rank  of  Lieut.  Jan.  1,  1900. 

Promoted  to  rank  of  Capt.  Oct.  1,  1910. 

j  romotcn  to  ranK  or  iJist.  ^mci  jan.  10,  i.mw.  ^ 

l 

.'.  DISTRICT  CHIEF  W.  DAVIDSON,  Fire  Station 
No.  2,  at  Portland  St. 

Appointed  July  1,  1888. 
Promoted  to  rank  of  Lieut.  Dec.  28,  1905. 
Promoted  to  rank  of  Capt.  May  15,  1909. 
Promoted  to  rank  of  Dist.  Chief  May  1,  1919. 

5.  DISTRICT    CHIEF    JOHN    McQUEEN,  Fire 

Station  No.  19,  at  Perth  Ave.  = 

Appointed  April  26,  1895.  ■ 
Promoted  to  rank  of  Lieut.  Sept.  7,  1912. 
Promoted  to  rank  of  Capt.  Jan.  15,  1919.  m 
Promoted  to  rank  of  Dist.  Chief  Jan.  20,  1921.  H 

1 

i.  DISTRICT  CHIEF  F.  MILLIGAN,  Fire  Station 
No.  14,  at  Ossington  Ave.,  near  Bloor. 

Appointed  Jan.  10,  1898. 
Promoted  to  rank  of  Lieut.  Oct.  26,  191 1. 
Promoted  to  rank  of  Capt.  July  1,  1914. 
Promoto'l  to  rank  of  Dist.  Chief  Jan.  15,  1919. 

(i.  DISTRICT  CHIEF  CHAS.   FOX,    Fire  Station 

No.  3,  at  Yonee  St.  m 

Appointed  Feb.  1(5,  1896.  1 
Promoted  to  rank  of  Lieut.  Jan.  4,  1906. 
Promoted  to  rank  of  Capt.  Nov.  11,  1911.  = 
Promoted  to  rank  of  Dist.  Chief  Jan.  20,  1921. 

1 
1 
1 

8.  DISTRICT  CHIEF  ().  POOLE,  Fire  Station  No. 
12,  at  Bolton  Ave. 

Appointed  fan.  0,  1898. 
Promoted  to  rank  of  Lieut.  May  19,  1909. 
Promoted  to  rank  of  Capt.  Jan.  7,  1914. 
Promoted  to  rank  of  Dist.  Chief  Jan.  15,  1919. 

1 
S 

Phone  Randolph  0079      Motor  Equipment 

CAST  BRONZE 

Memorial  Tablets 

Chas.  H.  Watson 

Honour  Rolls 

1 

Jfuneral 
©trector 

Signs 
Statuary 

anb  Cmbalmer 

Write  us  for  Designs  and  Prices 

915  YONGE  ST.  TORONTO 

Canadian  Wm.  A.  Rogers 

LIMITED 

Silversmiths  and  Bronze  Founders 
570  King  St.  West  TORONTO 
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CRYSTAL 

GASOLINE 

Easy  Starting  :  More  Power 
More  Mileage 


ROLSOL 

Highest  Grade 
MOTOR  OIL 


ANGLO  OIL  COMPANY,  Limited 
SHAFTSBURY  AVENUE  TORONTO 

Phone:  Randolph  583 
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History  Toronto  Fire  Department 


HE  first  record  we  have  of  any  fire  protection  given  Toronto,  then  known  as 
the  Village  of  York,  was  in  the  year  1820.  A  law  was  passed  that  every 
householder  should  keep  two  leather  buckets  hanging  in  a  conspicuous  place 
in  front  of  his  house.  On  an  alarm,  which  was  sounded  by  shouting  and 
ringing  the  bell  of  St.  James'  Church,  then  the  only  bell  in  the  city,  a  double 
row  of  citizens  was  formed  from  the  burning  building  to  the  Bay,  or  .  to  the 
nearest  cistern,  and  along  one  line  were  passed  the  buckets  full  of  water,  and 
down  the  other  the  empty  buckets.  Conditions  were  such  that  all  methods 
of  extinguishing  fires  were  crude  and  inefficient. 

In  the  year  1826,  the  first  Volunteer  Fire  Department  was  organized  and 
consisted  of  the  most  respectable  merchants  and  tradesmen  of  the  town.  Mr. 
Carfrae,  Jr.,  by  whom  the  company  was  first  formed,  was  elected  first  captain, 
and  was  re-elected  every  year  during  the  six  years  he  remained  in  the  company.  He  was 
succeeded  by  William  Musson.  The  first  Fire  Engine,  called  the  "York,"  was  placed  in  a  two- 
storey  brick  building  on  the  West  side  of  Church  Street,  between  Court  and  Adelaide  Streets. 


FOLDING  BREAK  PIANO  ENGINE 

It  was  a  goose  neck,  hand  machine,  so  called  from  the  pump  part  of  the  engine  projecting 
above  the  deck.  The  pipe  came  up  through  this  with  a  turn  at  the  top  to  which  the  hose  was 
attached.  The  engine  was  manned  by  sixteen  men,  eight  on  each  side  at  the  brakes  or  side 
bars  by  which  the  pumping  was  done.  These  engines  threw  only  a  Y%  or  M  stream  about  140 
feet. 

The  bucket  brigade  then  passed  out  of  existence,  water  being  conveyed  to  the  engine  in 
large  barrels  filled  at  the  Bay  and  carried  to  the  scene  of  the  fire,  a  premium  being  paid  to  the 
carter  first  arriving  with  a  supply  of  water.  The  rivalry  amongst  the  city  carters  was  always 
keen,  and  many  an  exciting  race  was  witnessed  as  the  men  drove  their  horses  at  a  furious  pace 
to  win  the  prize.  Oftentimes  the  barrel  on  the  first  cart  would  be  less  than  half  filled,  the  jolting 
over  the  rough  roads  having  caused  a  considerable  spilling.  This  mode  of  supply  was  in  force 
in  1834,  when  Toronto  was  incorporated. 

The  first  hook  and  ladder  company  was  formed  in  April,  1831.  It  had  sixty  members.  Its 
officers  were  Thomas  Emery,  Captain;  Michael  P.  Emery,  1st  Lieutenant;  Archibald  McLellan, 
2nd  Lieutenant;  Treasurer,  Wm.  Ketchum;  Secretary,  Charles  Hunt.    It  was  called  "Phoenix 
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No.  1."  Money  was  raised  for  an  engine,  and  was  called  "No.  2,  Toronto,"  a  goose  neck,  which 
was  sold,  and  a  piano  pattern  bought  by  William  Marks,  of  Temperance  Street,  the  name  was 
changed  to  "Rescue."  All  the  Engines  in  Toronto  from  1831  had  hand  drawn  reels,  with  from 
500  to  750  feet  of  ladder  hose,  rubber  was  unknown  at  that  time.  In  1861,  when  the  hand  brake 
engines  were  discarded,  this  company  resigned,  and  the  engine  was  sold  to  a  country  town.  This 
Engine  Company  had  a  Boys'  Hose  Company  attached  to  it,  in  1857-8,  with  George  McConkey 
as  Captain,  and  J.  Ross  Robertson  as  1st  Lieutenant. 

In  1833,  the  Department  had  two  excellent  Fire  Engines  as  Fire  Engines  went  in  those 
days,  and  about  750  feet  of  hose.  The  officers  then  were  Wm.  Musson,  Captain;  David  Pat- 
terson, 1st  Lieutenant;  John  Armstrong,  2nd  Lieutenant;  Thomas  Piatt,  Treasurer,  and  Alex. 
Hamilton,  Secretary. 

Every  fireman  during  his  continuance  in  actual  duty  was  exempt  from  militia  duty,  and  in 
times  of  peace,  from  serving  as  a  juryman  or  a  constable,  and  from  all  other  parish  and  town 
offices. 

Following  these  pioneer  engines  came  No.  3,  a  gift  from  the  British  American  Life  &  Fire 
Assurance  Co.  She  was  known  as  the  "British  America,"  and  was  built  at  Montreal.  It  was 
housed  at  the  South-east  corner  of  Bay  and  Temperance  Streets,  which  was  built  in  1839.  At 
the  North  corner  was  a  shed  for  the  hose  carriage,  and  next  South  a  one-storey  building  where 
the  engine  stood.  It  was  presented  27  years  ago  to  the  York  Pioneers  at  the  National  Exhibition 
as  an  exhibit. 

The  "fore  and  aft"  engines  were  more  powerful  than  the  goose  neck  or  piano  engines,  as 
they  could  be  worked  by  a  larger  force.  The  full  crew  of  a  "fore  and  aft"  was  from  12  to  15 
men  at  each  brake.    A  full  crew  for  a  piano  was  only  8  at  each  brake. 

The  following  persons  convened  at  the  engine  house  and  volunteered  their  services  to  man 
this  new  engine: — David  Paterson,  Alexander  Hamilton,  Richard  Woodsworth,  Alexander 
Rennie,  George  Harbron,  John  Adamson,  Joseph  Dixon,  John  Miller,  Thomas  Mills,  William 
Duncan,  Charles  Graham,  Richard  Northcote,  John  Bell,  David  Henderson,  Francis  McMahon, 
Edward  Robson,  James  Ferguson,  Isaac  Robinson,  Robert  Barnes  and  John  McKenzie,  David 
Paterson  being  called  to  the  chair,  and  Alexander  Henderson  appointed  secretary. 

On  April  12th,  1834,  the  first  Fire  and  Water  Committee  was  appointed,  and  consisted  of 
Aid.  Carfrae  and  Lesslie  and  Councilman  Doel.  Up  to  that  time,  the  ordinary  expenses  of  the 
Fire  Department  had  cost  the  City  of  Toronto  £17  35s.  534d.  The  appliances  at  the  time 
consisted  of  2  fire  engines,  hose  reels  and  one  hook  and  ladder  truck.  The  citizens  had  sub- 
scribed liberally  for  the  purchase  of  a  fire  alarm  bell.  Wm.  Musson,  Robert  Emery,  Malcolm 
McLennan,  John  Armstrong  and  David  Paterson,  were  appointed  to  expend  the  sum  of  £75  for 
this  bell. 

The  second  hook  and  ladder  company  was  formed  in  1835,  when  a  sum  of  £55  was  voted 
in  Council  to  purchase  uniforms  for  the  members. 

In  1837  a  considerable  amount  of  repairing  was  done  to  the  fire  engines  and  other  apparatus 
by  the  orders  of  the  captains,  and  the  bills  sent  in  to  the  Committee  on  Finance  and  Assessment, 
who  sent  them  in  to  the  Council,  recommending  them  to  be  paid,  and  at  the  same  time  pro- 
testing against  the  expenditure  of  so  much  money  without  special  permission  from  the  Com- 
mittee on  Fire,  Water,  etc.  The  Council  upheld  the  committee  in  their  report.  The  sums 
which  had  been  spent  amounted  to  £32  18s.  lOd. 

In  March,  1838,  the  various  fire  companies  were  entirely  reorganized  by  order  of  the  Council, 
and  all  men  who  wished  to  become  or  to  continue  firemen  had  to  report  themselves  to  the  Clerk 
of  the  Council  before  they  were  considered  eligible;  also  to  say  to  which  fire  engine  or  fire  com- 
pany they  wished  to  belong. 

In  October,  1838,  there  was  a  good  deal  of  excitement  among  the  different  fire  companies 
as  to  whether  the  office  of  chief  engineer  of  the  department  was  necessary  or  not,  and  petitions 
were  sent  to  Council,  two  against  the  appointment  and  one  in  favor  of  it.  The  petitions  were 
referred  to  the  Committee  on  Fire  and  Water,  who  thought  that  not  only  was  the  office  of  chief 
engineer  necessary,  but  that  to  make  the  companies  thoroughly  efficient  it  would  be  well  to 
have  an  assistant  engineer,  and  recommending  Mr.  Robert  Beard,  captain  of  the  hook  and 
ladder  company,  for  the  position.  This  was  adopted  by  the  Council,  and  carried  out.  At  the 
same  time  a  new  fire  company  was  organized  to  take  charge  of  the  No.  2  engine,  and  the  old 
company  disbanded. 
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In  August,  1839,  on  the  occasion  of  a  big  fire,  the  fire  companies  more  than  usually  distin- 
guished themselves,  and  the  32nd  Regiment  turned  out  and  helped  to  extinguish  the  flames 
The  Council  passed  a  resolution  of  thanks,  both  to  the  companies  and  the  regiment,  for  their 
valuable  services  on  that  occasion. 

In  May,  1841,  the  chief  engineer,  Thomas  D.  Harris,  resigned  his  position  in  the  department, 
and  the  Council  passed  the  following  resolution:  "That  the  thanks  of  this  Council  are  justly  due 
to  Thomas  D.  Harris,  Esq.,  late  chief  engineer  of  the  Toronto  Fire  Department,  for  his  valuable 
services  as  a  most  important  officer  of  this  Council,  and  that  his  Worship  the  Mayor  be  requested 
to  communicate  these  sentiments  of  the  Council  upon  his  retirement  from  the  office  of  chief 
engineer." 

He  was  succeeded  by  Mr.  Robert  Beard.  In  the  same  month  the  resignation  of  Mr.  R. 
Woodsworth,  assistant  engineer  of  the  fire  department,  was  received  and  accepted,  and  Mr. 
Joseph  Wilson  was  appointed  first  assistant  engineer,  and  Mr.  William  Atkinson  second  assistant 
engineer  of  the  Toronto  Fire  Department. 

In  the  autumn  of  1841  the  Bay  Street  fire  hall  was  built  on  the  site  which  it  now  occupies. 
For  this  purpose  the  Council  voted  a  sum  of  £200.  The  accommodation  up  to  that  time  had 
been  very  bad,  and  the  members  of  the  brigade  had  petitioned  the  Council  several  times  to  give 
them  a  better  place  for  keeping  their  apparatus.  During  the  year  1842  the  first  signs  of  the  real 
organization  of  the  fire  department  began  to  appear. 

The  next  fire  compam — No.  4 — known  as  "Victoria,"  were  organized  in  1842.  Thomas 
Mara  was  their  first  captain.  Their  first  engine  was  a  goose  neck,  and  their  second  a  piano 
machine,  built  in  Temperance  Street  by  William  Marks.  She  was  larger,  yet  in  style  much  the 
same  as  engine  No.  2.  This  company  had  its  first  hall  in  old  St.  Patrick's  market,  the  entrance 
being  at  the  east  side  of  the  building.  It  was  located  here  for  years,  but  in  the  fifties  the  engine 
was  housed  in  a  building  on  the  south  side  of  Queen  Street,  about  seventy-five  feet  from  the 
corner  of  John  Street.    The  present  hall  forms  part  of  this  building. 

In  June,  1845,  the  Firemen's  Benefit  Society  was  organized,  and  the  members  of  the  City 
Council  were  asked  by  petition  from  the  chief  engineer  of  the  Fire  Department,  to  become  the 
patrons  of  the  scheme,  which  they  agreed  to,  at  the  same  time  thanking  the  department,  through 
the  chief  engineer,  for  their  laudable  suggestions  for  the  improvement  of  the  Fire  Department. 
The  sum  of  £50  was  also  appropriated  out  of  the  funds,  of  the  city  as  a  donation  towards  the 
funds  of  the  newly-formed  society.  The  main  objects  sought  were  the  providing  for  firemen 
who  might  be  disabled  at  fires,  or,  in  the  event  of  death,  for  their  widows  and  children. 

In  1846  the  Fire  Department  of  Toronto  consisted  of  the  following  officers,  companies  and 
halls:  Chief  engineer,  Robert  Beard;  assistant  engineers,  Joseph  Wilson  and  Thomas  Miles. 

Fine  Engine  Company  No.  1,  "York,"  Henry  Welsh,  captain;  station  Fireman's  Hall, 
Church  Street. 

Fire  Engine  Company  No.  2.  "Rescue,"  William  Reynolds,  captain;  station,  Fireman's 
Hall,  Church  Street. 

Fire  Engine  No.  3,  "British  America,"  David  Paterson,  captain;  station,  Fireman's  Hall, 
Bay  Street. 

Fire  Engine  No.  4,  "Victoria";  A.  De  Grassi,  captain;  station,  St.  Patrick's  Market. 

Hook  and  Ladder  Company  No.  1,  "Toronto";  H.  Piper,  captain;  station,  Fireman's  Hall, 
Church  Street. 

Hook  and  Ladder  Company  No.  2,  "Hercules";  J.  Armstrong,  captain;  station,  Fireman's 
Hall,  Bay  Street. 

In  December,  1846,  Chief  Engineer  Beard  of  the  Fire  Department  sent  in  his  resignation, 
which,  after  being  referred  to  a  select  committee,  was  accepted.  At  the  next  meeting  of  the 
Council  the  first  and  second  engineers  sent  in  their  resignations,  which  were  also  accepted.  Mr. 
James  Armstrong  was  the  next  chief  engineer,  but  it  was  not  till  March,  1847,  that  Mr.  A.  De 
Grassi  and  Mr.  Hiram  Piper  were  appointed  as  first  and  second  assistant  engineers  of  the  de- 
partment. 

A  by-law  was  passed  in  September,  1847,  which  provided  for  the  issue  of  debentures  for  the 
sum  of  £1,000  for  the  use  of  the  Fire  Department.  This  is  the  first  really  large  appropriation 
for  the  use  of  that  department  that  there  is  any  record  of,  and,  to  judge  from  the  number  of  times 
it  had  been  asked  for,  it  was  very  badly  needed. 
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The  officers  selected  by  the  Council  for  1848  were:  Mr.  Robert  Beard,  chief  engineer;  Mr. 
Thomas  Mills,  first  assistant  engineer,  and  Mr.  Edwin  Butt,  second  assistant  engineer. 

In  May,  1849,  the  chief  engineer,  and  the  assistant  engineers  of  the  fire  department,  as 
well  as  some  of  the  fire  companies,  sent  in  their  resignations  to  the  Council,  and  this  led  to  an 
entire  reorganization  of  the  brigade  being  resolved  upon  and  carried  into  effect  shortly  afterwards. 
A  tax  of  threepence  in  the  pound  was  levied  to  provide  funds  for  the  maintenance  of  a  thoroughly 
efficient  and  well  equipped  fire  brigade.  Late  in  the  same  year  Mr.  Thomas  French  and  twenty- 
three  other  members  of  the  old  fire  brigade;  Mr.  Jos.  Beard  and  twenty-five  others;  Mr.  James 
Ashfield  and  thirty-five  others,  applied  in  a  body  to  the  Council  for  permission  to  become  part 
of  the  re-organized  brigade,  which  was  granted  them.  The  officers  chosen  for  the  fire  brigade 
in  1850  were:  Mr.  Robert  Beard,  chief  engineer;  Mr.  Edwin  Butt,  first  assistant  engineer,  and 
Mr.  William  Reynolds,  second  assistant  engineer. 

In  the  latter  part  of  1849  a  Hose  Co.  called  Niagara  No.  1,  was  engaged  and  stationed  in 
the  north  division  of  Bay  St.  Hall,  south-east  corner  of  Bay  and  Temperance  Sts.  It  was  dis- 
banded when  steam  fire  engines  were  introduced,  and  hose  sections  of  the  Brigade  formed.  For 
years  it  was  known  as  Jackson  Hose  Company,  from  the  name  of  Captain  James  Jackson,  a 
china  merchant  on  King  St.  West. 

In  1850  the  fire  companies  of  Toronto  and  their  officers  were: — 

Chief  engineer,  Robert  Beard;  first  assistant,  Edmund  Bell;  second  assistant,  William 
Reynolds;  fire  warden,  James  Armstrong. 

Fire  Engine  Company  No.  1,  "York" — Captain,  S.  Garside;  first  lieutenant,  John  Iredale; 
secretary,  James  Davis;  treasurer,  James  Paterson. 

Fire  Engine  Company  No.  2,  "Toronto" — Captain,  A.  Ardagh;  first  lieutenant,  W.  Martin; 
second  lieutenant,  — .  Carruthers;  secretary,  John  Ruddy;  treasurer,  James  Evans. 

Fire  Engine  Company  No.  3,  "British  America" — Captain  H.  Sproatt;  first  lieutenant, 
C.  Rowell;  second  lieutenant,  George  Piercy;  secretary,  John  Doel;  treasurer,  Charles  Walker. 

Fire  Engine  Company  No.  4,  "Victoria" — Captain,  Francis  French;  first  lieutenant,  Job 
Baker;  second  lieutenant,  James  Beatty;  treasurer,  G.  Simpson. 

Hook  and  Ladder  Company  No.  1,  "Toronto" — Captain,  Jos.  Bird;  first  lieutenant,  Robert 
Kirk;  second  lieutenant,  F.  Milligan;  secretary,  John  Wallace;  treasurer,  S.  McLean. 

Hook  and  Ladder  Company  No.  2,  "Hercules" — Captain,  William  Hit;  first  lieutenant, 
John  Johnson;  second  lieutenant,  Thomas  Graham;  secretary,  Hugh  Close;  treasurer,  W.  Lowns- 
borough. 

Hose  Company  No.  1,  "Niagara" — Captain,  William  Stephens;  first  lieutenant,  James  Ad- 
dison; second  lieutenant,  Robert  Lewis;  secretary,  John  Reid;  treasurer,  W.  Morrison. 

On  the  28th  January,  1850,  an  act  was  passed  to  provide  for  the  erection  of  party  walls, 
and  to  prevent  the  erection  of  buildings  dangerous  in  promoting  fires  within  certain  limits. 

As  Mr.  Ashfield's  connection  with  the  fire  brigade  of  Toronto  is  a  part  of  the  history  of  that 
brigade  for  exactly  half  a  century,  it  will  be  of  interest  to  give  a  brief  outline  of  it. 

In  May,  1839,  Mr.  Ashfield  was  admitted  a  member  of  the  Toronto  Fire  Brigade,  which 
at  the  time  consisted  of  five  companies  of  from  thirty  to  forty  members  each,  all  volunteers,  who 
received  no  remuneration  for  their  services.  In  1846  he  was  elected  captain  of  his  company, 
and  in  Mayr,  1851,  while  absent  from  the  annual  meeting  of  the  officers  of  the  brigade,  having 
previously  declined  being  a  candidate,  he  was  elected  to  the  office  of  chief  engineer  of  the  brigade, 
and  in  accordance  with  that  election  he  was  appointed  to  that  office  by  the  City  Council.  The 
following  is  a  cop\r  of  his  appointment  by  the  City  Council  in  1851,  on  the  recommendation  of 
the  fire  brigade: 

Clerk's  Office,  Toronto,  May  16,  1851: 

Sir: — I  have  the  honor  to  acquaint  you  that  the  Common  Council  of  the  City  of  Toronto 
have,  in  pursuance  of  the  recommendation  of  the  fire  brigade,  by  a  resolution  adopted  on  the 
15th  inst.,  appointed  you  Chief  Engineer  of  the  Toronto  Fire  Brigade. 

I  have  the  honor  to  be,  sir,  your  very  obedient  servant, 

Charles  Daly. 
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John  Carr  was  appointed  first  assistant  engineer,  and  Mr.  Noah  R.  Leonard  second  assistant 
engineer  of  the  brigade  at  the  same  time. 

The  Council  of  1852  retained  Mr.  Ashfield  as  chief  of  the  fire  brigade,  and  appointed  Mr. 
William  Fleming  first  assistant  engineer,  and  Samuel  McLean  second  assistant  engineer  of  the 
Toronto  Fire  Brigade. 

Mr.  Arthur  Ardagh  was  appointed  second  assistant  engineer  of  the  fire  brigade  in  1853. 
The  chief  engineer  was  not  changed. 

About  1853  a  piano  engine  was  obtained  for  No.  2  and  named  the  Rescue.  The  "piano" 
was  so  called  because  it  somewhat  resembled  the  box  of  a  piano,  with  two  bars  or  brakes  at  the 
sides.  The  "fore  and  aft"  machine,  of  which,  at  a  later  period,  there  were  specimens  in  town, 
differed  from  the  "piano,"  in  that  the  brakes  were  at  the  end  instead  of  the  sides.  Like  No.  2 
Company,  No.  1  at  first  had  a  "goose  neck"  machine. 


JAMES  ASHFIELD 
Appointed  Chief  Volunteer  Fire  Brigade,  1851,  resigned  1S85. 


No.  1  Company  was  located  in  a  brick  building  on  Court  Street,  erected  in  1846,  the  upper 
portion  of  which  was  devoted  to  the  Mechanics'  Institute  with  its  library,  and  a  hall  for  public 
meetings.  The  lower  portion  was  divided  into  three  halls,  one  to  the  west  for  No.  1  Company, 
the  centre  hall  for  No.  2,  and  the  eastern  hall  for  the  hook  and  ladder  company.  No.  2  Company 
occupied  the  Court  Street  hall  up  to  about  1859-60.  It  is  now  known  as  a  Police  Court  Building 
and  is  occupied  as  a  Police  Station,  Ambulance  and  Patrol  Station. 

"Somehow  this  company  (No.  2)  were  unable  to  find  a  love-spot  in  the  chief  engineer's 
heart,  and  whilst  other  companies  had  only  to  ask  and  their  wants  were  supplied,  No.  2  never 
got  even  a  hearing.  In  this  state  of  affairs  we  had  a  friend,  Mr.  Frank  Howard,  the  manager 
of  the  Royal  Insurance  Company,  who  ever  stood  by  the  boys  of  No.  2.  For  some  years  the 
city  paid  prize  money,  as  also  the  admission  fee,  $5,  and  the  profits  of  excursions  to  Rochester 
and  Buffalo  were  husbanded.  In  1859  an  order  was  given  to  Cowan  &  Son,  engine  builders, 
of  Seneca  Falls,  N.Y.,  for  a  first-class  folding  breaking  piano  machine  to  throw  three  streams,  a 
reel  and  500  feet  of  hose.     In  due  time  the  machine  was  built,  and  in  her  construction  the  Cowans 
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had  elaborated,  as  it  was  their  first  in  this  market,  and  they  were  desirous  of  getting  more  orders. 
A  house  was  secured  on  the  east  side  of  Yonge,  directly  opposite  Elm  Street.  Double  doors 
were  put  in,  wash  rooms,  boot-rooms,  bunks  for  twelve  men  and  a  neatly  furnished  reading- 
room  were  fitted  up.  This  latter  was  a  popular  resort  for  many  of  our  friends  who  resided  in 
that  then  rural  part  of  Toronto.  Here  such  men  as  "Yorkshire"  Smith,  and  men  of  that  ilk, 
would  spend  a  social  hour  reading,  smoking  and  enjoying  a  game  of  draughts,  backgammon 
and  whist 

Somewhere  about  the  year  1853  the  Provincial  Insurance  Company,  which  had  its  offices 
on  Toronto  Street,  at  the  north-east  corner  of  Court  Street,  bought  from  Perry,  of  Montreal, 
an  engine  known  as  Montreal  "fore  and  aft"  tub,  and  ranking  in  the  first  class,  and  presented 
it  to  the  city  for  the  use  of  the  fire  department.  This  engine  was  one  exhibited  by  the  man- 
ufacturers at  the  Great  Exhibition  in  London,  and  to  have  been  sent  directly  from  it.  At  this 
time  there  were  two  hook  and  ladder  companies  in  the  department.  Mr.  Ashfield,  who  was 
chief  of  the  fire  department  at  that  time,  found  that  there  was  a  good  deal  of  strife  between 
them,  and  in  consequence  disbanded  Hercules  Hook  and  Ladder  Company  No.  2,  which  had 
rooms  at  the  corner  of  Bay  and  Temperance  Streets,  and  placed  the  Montreal  engine  in  their 
hands,  changing  the  organization  from  a  hook  and  ladder  company  to  a  fire  engine  company. 
When  the  hand  brake  engines  went  out  of  use  this  engine  was  returned  to  the  Insurance  Co. 
As  there  were  five  fire  engine  companies  in  existence  previously,  this  made  No.  6,  but  it  was 
better  known  as  the  "Provincial,"  because  it  was  a  pet  of  the  insurance  company  of  that  name. 
William  Fox  was  captain  of  the  company.  In  the  same  building  with  it  was  located  the  Jackson 
Hose  Company.  This  company  was  organized  by  William  Henning,  but  somehow  the  name 
of  Jackson  was  given  to  it  in  honor  of  James  Jackson,  who  at  a  later  period  was  captain.  The 
company  in  the  old  days  was  a  very  useful  and  highly  respectable  body. 

Finally,  as  the  years  rolled  on  and  the  city  expanded,  it  was  found  necessary  to  go  in  for 
powerful  water  works,  and  the  "steamer"  was  introduced. 

The  officers  for  1854  were:  Mr.  James  Ashfield,  chief  engineer;  Mr.  Arthur  Ardagh,  first 
assistant  engineer,  and  Mr.  William  Charlton,  second  assistant  engineer.  These  same  officers 
held  their  respective  posts  in  1855  and  1856. 

In  1855,  on  the  resignation  of  the  members  of  the  fire  brigade,  that  body  was  entirely  re- 
organized, and  consisted  of  six  engine  companies,  one  hook  and  ladder  company,  and  one  hose 
company,  with  officers  as  follows: 

No.  1  Engine,  Phoenix  Company — Mr.  John  Iredale,  captain;  Mr.  Thomas  Humphries, 
lieutenant;  Mr.  George  Summers,  secretary.    29  men,  stationed  at  Court  Street. 

No.  2  Engine,  Rescue  Company — Mr.  James  Smith,  captain;  Mr.  William  Brotherton, 
lieutenant;  Mr.  Theodore  Lee,  secretary.    29  men,  stationed  at  Court  Street. 

No.  3  Engine,  British  America  Company — Mr.  John  Segsworth,  captain;  Mr.  Robert 
Carmichel,  lieutenant;  Mr.  John  Foggin,  secretary.    30  men,  stationed  at  Bay  Street. 

No.  4  Engine,  Victoria  Company — Mr.  George  Beatty,  captain;  Mr.  Robert  Richmond, 
lieutenant;  Mr.  William  Dill,  secretary.    17  men,  stationed  at  old  St.  Patrick's  Market. 

No.  5  Engine  Company  (Deluge) — Mr.  Loftus  Trueman,  captain;  Mr.  George  Patterson, 
lieutenant;  Mr.  Thomas  Jewell,  secretary.    24  men,  stationed  at  Berkeley  Street. 

No.  6  Engine,  Provincial  Company — Mr.  W.  W.  Fox,  captain;  Mr.  John  Carkeek,  lieutenant  ; 
Mr.  James  Richey,  secretary.    35  men,  stationed  at  Bay  Street. 

Hook  and  Ladder  Company,  Union  Company — -Mr.  Richard  Ardagh,  captain;  Mr,  Charles 
Beatty,  lieutenant;  Mr.  Samuel  McLean,  secretary.    23  men,  stationed  at  Court  Street. 

Hose  Company — Mr.  W.  C.  Morrison,  captain;  Mr.  William  Burns,  lieutenant;  Mr.  C.  E. 
Holliwell,  secretary.    45  men,  stationed  at  Bay  Street. 

The  first  captain  of  No.  5  Company  was  Mr.  John  Kidd.  John  and  Charles  Small  and 
Samuel  Parker  were  among  the  first  members.  Their  first  hall  was  in  a  lane  near  the  south-west 
corner  of  Berkeley  and  Duke  Streets.  It  stands  to-day  as  it  did  sixty-eight  years  ago.  Their 
first  engine,  called  the  Deluge,  was  a  second-hand  piano  pattern,  purchased  from  one  of  the  older 
companies.  Afterwards  they  procured  an  Amoskeag,  which,  for  a  hand  machine,  was  a  most 
serviceable  one.  The  engine  was  some  years  later  housed  in  a  building  on  the  south-west  corner 
of  Duke  and  Berkeley  Streets. 

The  salarv  of  the  chief  engineer  of  the  fire  brigade  was  fixed  at  £250  per  annum  bv  the  Coun- 
cil of  1857. 
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In  the  latter  part  of  1857  an  independent  engine  company  was  organized  on  account  of  the 
prevalence  of  incendiary  fires,  with  Robert  Hunter  as  captain.  This  company,  with  old  No.  4 
engine  and  a  hose  reel,  were  temporarily  stationed  in  a  hall  on  the  west  side  of  Elizabeth  Street, 
south  of  Agnes  Street.  In  the  following  year  the  company  disbanded,  and  the  hall,  along  with 
the  bell  tower,  were  removed  to  the  east  side  of  Elizabeth  Street,  but  north  of  Agnes  Street. 
There  veteran  Bob  Hill  was  in  charge,  his  principal  duty  being  to  ring  an  alarm  on  the  bell  in 
case  of  fire.    The  engine  was  transferred  to  Bay  Street  hall. 

In  May,  1858,  in  consequence  of  the  very  large  number  of  fires  which  had  occurred,  the 
Mayor  called  a  special  meeting  of  the  Council  to  consider  the  best  means  of  protecting  the  prop- 
erty of  the  citizens  against  fire.  It  was  resolved  to  organize  a  volunteer  patrol  throughout  the 
city,  and  also  to  offer  a  reward  of  $1,500  for  the  apprehension  and  conviction  of  any  person  who 
should  be  guilty  of  setting  fire  to  any  premises. 

The  officers  for  1858  were  the  same  as  in  the  previous  year. 

A  bad  habit  among  the  members  of  the  fire  brigade  then  (1858)  was  the  running  of  engines 
and  reels  on  the  sidewalks  whilst  going  to  and  return  from  fires.  This  resulted  early  in  the 
year,  in  the  death  of  Terence  Meehan,  fireman,  of  No.  3  Co.,  by  one  of  the  engines  running  over 
him,  and  steps  were  thereupon  immediately  taken  to  put  a  stop  to  the  practice.  For  this  pur- 
pose a  penalty  of  £5  was  to  be  imposed  upon  any  company  which  should  proceed  at  a  faster 
rate  than  a  walk  while  returning  from  fires  with  their  apparatus,  the  amount  of  the  fine  to  be 
deducted  from  their  pay. 

In  1859  the  fire  department  consisted  of  eight  companies,  the  same  as  in  1856,  numbering 
263  men,  stationed  and  officered  as  follows: 

The  captains  were:  John  Iredale,  No.  1  engine,  Yonge  Street;  Alexander  Jacques,  No.  2 
engine,  King  Street;  Frederick  Rattray,  No.  3  engine,  Yonge  Street;  Edward  Street,  No.  4 
engine,  Queen  Street;  Samuel  Parker,  No.  5  engine,  Ontario  Street;  George  Fox,  No.  6  engine. 
Queen  Street;  James  Bennett,  hook  and  ladder  company,  Colborne  Street;  James  Jackson, 
Toronto  Hose  Company,  King  Street. 

In  1859  a  new  fire  hall  was  erected  on  the  west  side  of  Berkeley  Street,  south  of  Duke  Street. 

Early  in  1 860  a  by-law  was  passed  which  provided  for  the  organization  of  two  hose  com- 
panies, of  20  men  each,  instead  of  having,  as  formerly,  only  one  company,  consisting  of  40  men. 
This  by-law  was  introduced,  as  the  committee  reports,  "for  the  better  management  of  the  fire 
brigade,  and  to  repress  as  much  as  possible  the  long  continued  practice  of  running  the  engines, 
etc.,  on  the  sidewalks  when  going  to  fires."  The  by-law  was  carried  into  effect  on  October  1st, 
1860,  and  the  new  company  was  stationed  at  the  old  fire  hall  on  Court  Street. 

The  captains  of  No.  1  were:  James  Walsh,  S.  Garside,  James  Iredale  and  William  Charlton, 
after  assistant  engineer.  The  captains  of  No.  2  were:  W.  Musson,  Franklin  Jacques,  Edwin 
Bell,  William  Reynolds,  Richard  Couch,  Thomas  Griffith,  James  Smith,  Edward  Lee,  Alexander 
Jacques.  Among  the  men  were  W.  Brotherston,  John  Davies,  Duncan  Forbes,  Peter  Campion, 
John  Esmonde,  Richard  Couch,  Thomas  Griffith,  James  Foster,  William  Jacques,  Thomas  Far- 
ragher,  James  Esmonde,  A.  Gemmel,  Joseph  Beck,  Richard  Medcalfe,  Edward  King,  John  Ford, 
Thomas  Mcllroy,  John  R.  Esmonde,  William  Forbes,  Thomas  McConkey,  Thomas  McMullen, 
John  Pearcey,  Alexander  Pearcey,  Robert  Hill,  Joseph  Gibson,  William  Spottiswood,  James 
Spottiswoode,  George  Spottiswoode,  John  Boyde,  John  Irwin,  William  Smith,  Thomas  Smith. 
Harry  Smith,  Thomas  Harris,  Thomas  Wingfield.  John  Sharpe,  George  McConkey,  Richard 
Wolff,  John  Allen,  James  Sommers,  Richard  Cohen,  John  Nickinson,  George  Hill,  David  Ward. 
Burley  Hudson,  William  Armstrong,  C.  H.  Rogers,  Denman  Thompson  and  F.  M.  Farrell. 

A  by-law  was  passed  on  April  29th,  1861,  providing  for  the  organization  of  a  volunteer  fire 
brigade,  consisting  of  nine  engine  companies,  one  hook  and  ladder  company,  two  hose  companies, 
and  one  protective  company.  It  was  provided  that,  in  lieu  of  all  other  allowances,  each  com- 
pany whose  services  were  accepted  should  be  allowed  for  the  maintenance  of  their  apparatus 
as  follows:  Engine  companies,  $800  each;  hook  and  ladder  companies  of  30  men  and  over,  $800. 
and  hose  companies  in  proportion. 

The  engine  company  known  as  No.  2,  under  the  command  of  Alexander  Jacques,  resigned 
on  the  1st  September,  1860,  and  their  resignation  was  accepted. 
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BUY  ECONOMICALLY,  BUT  WISELY 

Ordinary  Aluminum  Cooking  Utensils  offered  at  Ridiculously 
Low  Prices  need  extraordinary  care— USUALLY  REPLACEMENT 
in  a  very  short  time. 

Genuine  "IDEAL."  Pure  Aluminum 
Cooking  Utensils 

with  ordinary  care  last  indefinitely — BECAUSE  every  aluminum 
utensil  bearing  the  "Ideal"  trade  mark  is  GUARANTEED  for  25 
years.  A  PRIVATE  GUARANTEE  is  handed  to  you  by  the  dealer. 
It  costs  no  more  and  assures  you  of  REAL  TRUE  VALUE  that 
cannot  be  obtained  in  just  ordinary  aluminum  ware,  for  "Ideal" 
Utensils  are  made  from  real  heavy  pure  aluminum — and  in  full  Im- 
perial Measure  (not  trade  size  Wine  Measure),  so  you  are  getting 
what  you  pay  for. 

Ask  your  dealer  to  show  you  the  difference  between  just  aluminum 
utensils  and  Canadian  Made  "IDEAL."  Note  the  superior  hard 
outside  bright  polish  and  the  (Easy  to  Clean)  Sun  Ray  inside  finish. 

"Ideal"  Utensils  are  popular  in  price  and  most  economical  in 
the  long  run. 

"IDEAL"  ALUMINUM  PRODUCTS,  LIMITED 

TORONTO,  CANADA 


Felt  Mattresses  of  guaranteed 
New  Material  only 

"Snowdrift"  "Peerless"  "Monarch"  "Paragon" 

Ask  for  these  brands. 

The  fa  mous  "COMFY"  SPRING  MATTRESS  contains  many 
new  features.     The  last  word  in  Spring  Mattress  construction. 

"COMFY"  SPRING  CUSHIONS  for  Chairs  and  Chesterfields. 
Used  by  all  the  leading  Upholsterers. 

"COMFY"  DOUBLE  ACTION  SPRING  CUSHION  SEAT 
for  Automobiles. 

"COMFY"  SPRING  SLEEPING  PILLOWS. 

FELTS  for  MATTRESS  and  UPHOLSTERING  purposes. 

The  National  Mattress  Felt  and  Batting  Co. 

340  GERRARD  STREET  EAST,  TORONTO,  ONT. 

Proprietors  of  the  Comfy  Cushion  Company 
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VOLUNTEER  FIREMEN,  1855-1858 

Left  to  Right — Top  Row — W.  Irwin,  Joe  Davis,  Harry  Horskin,  Chief  Ashfield,  H.  Elliott,  W.  Campbell. 
Bottom  Row — Wm.  Villiers,  R.  Beauchamp,  R.  Hunter,  J.  Phillips. 


The  system  of  supplying  the  engines  with  water  by  means  of  puncheons  continued  in  vogue 
down  to  1861.  The  puncheon  was  a  large  cask,  capable  of  containing  from  sixty  to  eighty 
gallons  of  water,  or  about  what  would  fill  three  ordinary  flour  barrels.  One  of  the  conditions 
on  which  the  carters  of  those  days  obtained  their  licenses  was  that  each  man  be  provided  with 
at  least  one  puncheon.  The  system  of  rewards  offered  first  to  those  carters  first  at  fires  with 
their  puncheons  was  a  sufficient  inducement  to  guarantee  a  punctual  service.  To  the  carter 
who  was  first  at  the  fire  with  his  puncheon,  a  prize  of  $4  was  given,  to  the  second  man  $3,  to  the 
third  man  $2,  and  to  the  fourth  man  $1.  All  coming  later  received  a  York  shilling  for  every 
puncheon  brought,  the  same  price  was  paid  to  the  prize  winners  for  every  additional  puncheon. 
As  might  have  been  expected,  disputes  as  to  the  relative  time  of  arrival  were  frequent,  and 
in  such  cases  the  contesting  parties  went  with  their  claims  the  next  day  to  the  chief  engineer's 
office,  where  the  question  was  decided.  The  carters  were  not  paid  in  money  at  the  time  of  the 
fire,  but  on  the  arrival  of  each  puncheon  its  carrier  was  given  a  check  of  tin  or  lead  which  entitled 
him  on  presentation  to  the  proper  officials  to  a  shilling  for  every  check.  These  checks  were 
round,  the  size  of  a  silver  half  dollar,  and  bore  on  them  the  number  of  the  company  issuing  it. 
Sometimes  they  were  stamped  with  a  fancy  device  like  an  engine.  In  consequence  of  the  pro- 
vision of  the  law,  every  carter  had  his  puncheon,  and  some  of  the  more  wealthy  ones  had  several 
puncheons,  one  for  each  of  the  carts.  A  few  carters  made  it  their  business  to  keep  puncheons 
filled  on  the  carts  at  all  times  ready  in  the  event  of  an  alarm.  Others,  when  the  day's  work  was 
done,  put  their  puncheons  on  their  carts,  filled  in  readiness  for  fires  during  the  night,  and  it  is 
shrewdly  suspected  than  many  a  building  was  set  on  fire  by  the  carters  themselves,  in  the  expec- 
tation or  hope  of  obtaining  one  of  the  rewards.  So  keen  was  the  rivalry  that  although  the 
cartsmen  started  from  home  or  from  the  bay  with  their  puncheons  full,  yet,  on  account  of  their 
mad  haste  to  get  to  the  fire  over  the  rough  roads  of  the  town,  when  they  reached  the  engines  there 
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scarcely  would  be  a  pailful  left,  all  the  rest  having  been  splashed  out.  The  alarm  of  fire  was 
sounded  by  the  person  who  discovered  it  by  running  to  the  first  bell  and  ringing  it,  and  the 
members  of  the  company  being  all  engaged  at  their  customary  vocations  during  the  day,  are 
equally  scattered  about  the  town  at  night,  it  happened  that  the  cartment  with  their  puncheons 
were  usually  in  advance  of  the  engines.  Previous  to  the  final  disuse  of  the  puncheons  a  kind  of 
system  of  water-works  had  been  laid  by  Mr.  Furniss,  as  a  private  speculation.  He  had  built  a 
reservoir  on  the  east  side  of  Huron  Street,  just  north  of  what  is  now  St.  Patrick  Street.  The 
water  was  pumped  from  the  bay  and  distributed  through  a  small  section  of  the  city,  but  the 
pipes  were  very  small,  the  supply  of  water  totally  inadequate  for  the  extinction  of  fires,  and 
there  were  frequent  complaints  both  from  the  fire  companies  and  the  people. 

Hand  engines  continued  in  use  down  to  1861,  and  were  drawn  to  fires  by  the  firemen.  In 
that  year  the  brigade  was  re-organized  by  the  members  of  the  department  still  continued  to 
practice  their  ordinary  avocations,  going  to  fire  halls  only  on  the  alarm.  Although  the  city 
had  steam  engines  it  did  not  at  first  have  horses  to  pull  them,  and  whenever  there  was  a  fire 
the  nearest  horses  at  hand  were  drafted  into  the  service.  The  old  hand  engines  were  sold  to 
small  municipalities  in  the  province,  the  last  one  to  be  disposed  of  being  the  Phoenix,  which 
was  purchased  by  the  village  of  Oakville. 

The  Committee  on  Fire,  Water  and  Gas  recommended  the  purchase  of  a  steam  fire  engine 
in  1858,  but  no  steps  were  taken  to  carry  out  the  recommendation  until  1861,  when  two  steam 
engines  were  procured  from  Messrs.  Silsby  &  Co.,  of  Seneca  Falls,  N.Y.,  for  which  the  sum  of 
$6,000  was  paid.  The  engines  gave  very  good  satisfaction  on  occasions  of  fire,  although  at  first 
they  caused  some  jealousy  on  the  part  of  the  other  fire  companies,  which  led  to  their  being  hin- 
dered in  their  work. 

To  the  price  of  one  of  the  engines  different  insurance  companies  doing  business  in  the  city 
subscribed  $2,000. 

After  these  two  engines  became  back  numbers,  owing  to  the  advancement  in  the  science  of 
fire  fighting,  they  were  sold  to  a  junk  dealer  for  the  sum  of  $30,  by  whom  they  were  broken  up 
and  thrown  into  the  scrap-iron  heap. 

The  cost  of  maintaining  the  fire  brigade  in  1861  was  $7,520,  distributed  as  follows: 


Chief  engineer  of  brigade  .$1,000 

First  assistant  engineer  $6D0,  second  assistant  $400  1,000 

Two  firemen  $640,  one  extra  driver  $240 ....  880 

Six  horses  and  three  men...  1,800 

Six  branchmen  at  $100  each...  600 

Two  chief  branchmen  at  $120  each  240 

One  hook  and  ladder  company  1,500 

Fuel,  repairs,  oil,  tallow,  etc.     500 

Total  ...$7,520 


Steam  fire  engines  having  superseded  the  hand  brake  machines,  the  fire  department  in  1862 
was  materially  altered.  There  were  but  two  stations,  the  Bay  Street  fire  hall  at  the  corner  of 
Temperance  Street  and  the  Court  Street  fire  hall.  James  Ashfield,  the  chief  engineer,  had  his 
office  in  the  east  wing  of  the  City  Hall  buildings. 

The  force  consisted  of  one  chief  engineer,  one  assistant  engineer,  17  branchmen,  11  hook 
and  ladder  men,  1  bugler,  2  engineers  of  steam  fire  engines,  2  firemen  of  the  same,  2  drivers  of 
horse  for  the  same,  2  drivers  of  hose  carts,  1  driver  of  hook  and  ladder  truck,  in  all  40  men,  with 
two  steam  fire  engines,  hose  carts,  hose,  hook  and  ladder  apparatus  and  seven  horses. 

In  1862  the  City  Council  passed  a  by-law  providing  for  the  organization  of  a  fire  department, 
to  consist  of  the  two  steam  fire  engines  and  hose  carts,  with  the  necessary  engineers  and  branch- 
men;  one  hook  and  ladder  company  and  three  hand  engines,  to  be  stationed  at  different  parts 
of  the  city.  The  office  of  second  engineer  was  awarded  to  Mr.  John  Whitehead,  and  Messrs. 
Thomas  Kerr  and  Thomas  Graham  were  appointed  firemen  of  steam  engines. 

In  February  of  the  same  year  an  appropriation  of  $2,000  was  made  for  the  construction  of 
water  tanks  in  various  populous  portions  of  the  city,  for  the  purpose  of  affording  an  adequate 
supply  of  water  for  the  extinguishing  of  fires.  Twenty -eight  tanks  were  constructed  during  the 
vear,  and  more  added  from  time  to  time. 
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OLD  STEAM  ENGINE 

The  old  steam  engine  pump  pictured  above  is  one  of  the  type  used  in  the  Toronto  fire  department  since  1861. 
They  gave  way  to  the  later  modern  motor  combination  pump,  which  includes  a  chemical  and  hose  section  as 
well  as  the  pump.    The  picture  is  of  the  "Waterous"  steamer  in  Brockton  hall  since  1910,  and  in  charge 
of  District  Chief  George  Bell.    It  is  the  last  engine  to  be  put  out  of  use.    Eight  others  are 

waiting  to  be  sold  or  scrapped. 

Both  in  1863  and  1864  the  Committee  on  Fire,  Water  and  Gas  urged  upon  the  Council  the 
necessity  of  procuring  a  third  fire  steam  engine,  to  be  kept  in  reserve  in  case  of  accident  to  either 
of  the  other  engines. 

In  1866,  there  were  55  fires  within  the  City  limits,  and  of  these  18  were  extinguished  without 
the  aid  of  the  steam  fire  engines.  However,  in  July  of  that  year  another  Silsby  Engine  was 
bought  for  a  reserve  engine  in  case  of  accident  or  emergency — one  on  Bay  Street,  the  other  on 
Court  Street.  The  total  equipment  was  three  steamers,  three  hose  carts,  one  hook  and  ladder 
truck,  that  was  hauled  by  one  horse,  and  2,400  ft.  of  hose. 

The  annual  appropriation  for  running  the  Department,  exclusive  of  the  salarv  of  the  Chief 
Engineer,  was  $8,000. 

The  3rd  fireman  killed  in  Toronto  was  Wm.  Charlton,  Asst.  Engineer,  who  received  injuries 
on  July  4th,  1866  which  proved  fatal  6  days  later.  His  wife  received  $750  as  a  gratuity  for  the 
loss  of  her  husband. 

In  1869,  the  necessity  for  a  fire  alarm  telegraph  was  repeatedly  urged  upon  the  Council. 
A  tender  was  received  from  the  Gamewell  Co.  of  New  York,  offering  to  do  the  work  for  $5,400, 
but  no  steps  were  taken  in  the  matter. 

In  1870,  the  fire  alarm  telegraph  question  was  still  urged  upon  the  Council,  with  the  result 
that  toward  the  end  of  the  year  tenders  were  invited  and  the  contract  awarded  to  the  Gamewell 
&  Co.,  New  York,  at  a  price  of  $12,000,  work  to  be  completed  April  1st,  1871.  Owing  to  some 
delay  in  getting  material  the  system  was  not  ready  until  June  14th. 

The  fire  committee  further  urged  the  necessity  of  providing  additional  fire  engines  for  the 
protection  of  the  East  end  of  the  City.  Two  sites  were  purchased;  the  Berkeley  Hall  was  en- 
larged and  altered  so  as  to  make  it  a  suitable  station  in  the  East  End;  the  Bay  Street  Hall  was 
enlarged  and  remodeled.  New  Halls  were  built  on  Portland  Street  and  one  on  Yonge  Street, 
between  Greenville  and  Grosvenor.  After  the  four  new  Halls  were  built  the  Committee  on 
Fire,  Water  and  Gas  urged  the  Council  to  purchase  a  fourth  engine  in  order  to  make  the  engine 
houses  complete,  for  the  purpose  for  which  they  were  intended.  A  Silsby  Engine  was  purchased 
at  a  cost  of  $3,500,  and  was  named  the  Jas.  B.  Boustead,  after  the  Chairman  of  the  Fire,  Water 
and  Gas  Committee. 

The  first  engine  and  hose  company  combined  was  in  No.  3  Fire  Station,  Yonge  St.,  namely, 
the  J.  B.  Boustead  Engine  and  No.  3  Hose  Co.,  named  as  follows: — 
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FIRE  STATION  No.  3,  YONGE  STREET,  1872 
Chief  Ashfield,  Chief  Ardagh,  Assistant;  Thos.  Graham,  Sam  Townley,  Foreman;  Albert  Gilbert,  Robt.  Hill, 

Archie  Brown. 


James  Wylie,  William  Fox,  Arthur  Wilson,  Alex.  Auehincloss,  John  Auchincloss.  Robert 
Hill,  Archie  Brown,  Albert  Gilbert,  James  Smedley,  Sam.  Townley,  Thomas  Graham,  Driver, 
Wilson,  Richard  Ardagh,  Chief.  This  engine  was  built  in  Seneca  Falls,  N.Y.,  in  1871  and  was 
stationed  in  No.  3  Station,  Yonge  St.,  until  1877.  Some  years  later,  about  1895,  this  engine 
was  re-built,  and  discharged  in  1916. 

$3,500  was  spent  for  hose;  then  the  Fire  Dept.  was  in  a  very  high  state  of  efficiency  both 
as  regards  men  and  equipment.  The  Dept.  was  reorganized  at  the  end  of  1871  consisting  of 
one  chief  engineer,  one  assistant  engineer  four  engineers  of  steam  engines,  four  firemen  of  steam 
engines,  one  bugler  and  forty  men,  divided  into  five  sections  of  eight  men  each,  being  one  section 
for  each  of  the  four  engines,  and  one  hook  and  ladder  section,  making  altogether  51  men. 

The  engineers  and  firemen  were  on  duty  continually  at  their  respective  engine  houses,  but 
the  other  men  only  attended  on  occasions  of  fire.  During  the  next  two  or  three  years  nothing 
of  any  importance  was  done  in  connection  with  the  fire  brigade;  it  was  very  well  equipped;  the 
fire  alarm  system  gave  it  opportunities  which  it  had  never  had  before.  In  1874  twelve  additional 
fire  alarm  signal  boxes  were  put  up  at  a  cost  of  $3,200. 

The  question  of  organizing  a  corps  of  paid  firemen  was  brought  up  before  the  Council  in 
1874  by  the  Chief  Engineer,  who  represented  that  it  was  impossible  to  render  prompt  service 
at  fires  when  the  men  were  all  pursuing  their  ordinary  avocations,  and  had  to  come  from  their 
work,  probably  miles  distant  from  the  business  portion  of  the  city,  to  attend  fires. 

The  Council  was  urged  by  the  Committee  on  Fire,  Water  and  Gas  to  have  a  company  of 
paid  firemen  organized  who  should  devote  all  their  time  to  the  department,  and  to  furnish  them 
with  chemical  engines  and  other  appliances  so  as  to  make  them  thoroughly  efficient.  The  brigade 
was  to  consist  of  thirty-six  men. 

PAID  FIRE  DEPT.  ORGANIZED  1874 

The  permanent  fire  brigade  was  organized  this  year  on  the  basis  which  had  been  recom- 
mended by  the  Chief  Engineer  and  the  Committee  on  Fire,  Water  and  Gas.  The  brigade  con- 
sisted of  fifty  officers  and  men  at  first  at  an  annual  cost  of  $39,916,  which  included  the  payment 
of  24  outside  men,  but  soon  the  department  was  again  re-organized,  the  24  outside  men  were 
dispensed  with,  and  the  department  was  composed  of  the  following:  One  chief  engineer,  two 
deputy  chiefs,  one  electrician,  one  assistant  electrician,  four  engineers,  four  firemen,  seven  fore- 
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men,  and  twenty-six  men.  The  horses,  with  drivers,  etc.,  were  furnished  by  contract.  This 
second  arrangement  saved  the  city  about  $6,500  per  year. 

In  1875  Mr.  James  Ashfield,  Chief  Engineer,  who  had  been  a  member  of  the  brigade  since 
1839,  was  relieved  from  attendance  on  fires  owing  to  his  long  service,  but  continued  to  have  a 
general  oversight  over  the  brigade,  to  make  all  purchases,  etc.,  etc.,  at  a  salary  of  $1,000  per 
annum. 

In  1876  the  number  of  fire  alarm  boxes  was  ninety-seven.  The  department  this  year  con- 
sisted of  James  Ashfield,  Chief  Engineer;  Richard  Ardagh,  Assistant  Engineer;  five  sections  or 
companies  of  eight  men  each,  one  bugler,  four  engineers  of  steam  fire  engines,  eight  drivers  of 
hose  carts,  one  driver  of  hook  and  ladder  truck — in  all  sixty-one  men — with  four  steam  fire 
engines,  all  in  commission,  hose  carts,  hose,  hook  and  ladder  apparatus  and  thirteen  horses. 
There  were  four  engine  stations,  the  Bay  Street  fire  hall  at  the  corner  of  Temperance  Street; 
the  Yonge  Street  fire  hall,  at  the  corner  of  Grenville  Street;  the  Portland  Street  fire  hall,  corner 
Richmond  Street,  and  the  Berkeley  Street  fire  hall,  corner  of  Duke  Street.  The  hook  and  ladder 
and  hose  fire  hall  was  at  Court  Street,  and  a  hose  fire  hall  was  on  Queen  Street,  west  of  John. 


RICHARD  ARDAGH 
Chief  Toronto  Fire  Department  1878-1895. 
Died  from  injuries  received  at  the  Globe  Fire,  January  0th,  1895. 

In  1878  Richard  Ardagh  was  made  Chief  of  the  Brigade — the  real  post  of  responsibility. 
Mr.  Ardagh  was  one  of  the  oldest  firemen  in  the  City.  He  joined  the  Toronto  Hook  and  Ladder 
Companv  at  the  age  of  15.  Afterwards  he  was  captain  of  the  Union  Hook  and  Ladder  Co. 
for  seven  years.  He  was  first  foreman  when  assistant  engineer  Wm.  Charlton  was  killed,  and 
succeeded  to  his  position,  which  he  held  for  15  years. 

In  1878  3  new  stations  were  added:  Wilton  Avenue  No.  7,  No.  8  College  Street,  No.  9  Dun- 
das  Street,  cor.  Queen.  The  number  of  fire  alarm  signal  boxes  were  increased  to  142.  The 
salaries  were  fixed  by  a  by-law  in  the  early  part  of  1879: 


Tames  Ashfield,  Chief  Engineer  ....$1,000 

Richard  Ardagh,  Chief  Brigade    1,000 

Thomas  Graham,  Asst.  Chief  Brigade....     650 

Donald  Gibson,  Supt.  Fire  Alarm    800 

Albert  Gilbert,  Asst.  Supt.  Fire  Alarm   600 

Foreman,  Each  Section    550 

Ordinary  Firemen,  Each     480 
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In  1880  three  firemen,  Thomas  Doughty,  Frank  Forsyth  and  Martin  Kerr,  earned  a  testi- 
monial from  the  Council  for  their  heroism  displayed  at  a  fire  in  the  Revere  Block,  on  Dec.  3,  when 
they  rescued  several  of  the  inmates  of  the  premises  in  a  more  or  less  burned  and  suffocated  con- 
dition, and  who  would  have  inevitably  perished  but  for  the  noble  efforts  of  these  brave  men. 

Early  in  that  year  the  Salvage  Service  was  discontinued,  the  members  being  transferred  to 
the  new  hook  and  ladder  section  established  at  the  Portland  Street  Station. 

The  Village  of  Yorkville  was  annexed  to  the  City  in  1883,  and  the  Station  on  Yorkville 
Avenue  was  equipped  with  a  hook  and  ladder  and  hose  section. 

James  Davis  was  made  Asst.  Chief  for  the  West  side  of  the  City,  and  John  Thompson 
Asst.  Chief  for  the  East  side.  Early  in  1884,  a  chemical  engine  was  procured  for  $2,500.  This 
had  been  needed  a  long  time  by  the  Department,  and  was  extremely  useful  in  extinguishing 
some  very  bad  fires.    Village  of  Parkdale  was  annexed  to  the  City  in  1884. 


VILLAGE  OF  PARKDALE'S  FIRST  FIRE  STATION 
Equipment,  1  hose  reel  and  4  men. 
Left  to  Right — Alex.  Smith,  Chief  Charles  Tonlis,  Thos.  Connolly. 


The  next  year  (1885),  the  Brock  Avenue  and  Dundas  Street  Station  was  added.  The 
Department  then  boasted  of  75  men  and  154  fire  alarm  boxes,  all  in  excellent  working  order. 
The  chemical  engine  was  highly  spoken  of,  with  it  17  fires  were  extinguished  without  the  aid  of 
any  other  apparatus.  g 

The  Lombard  Street  Fire  Hall,  which  was  built  in  1886,  was  styled  the  Central  Fire  Hall. 

January  31,  1887,  by-laws  were  passed  to  provide  for  the  government  of  the  Department 
(which  are  still  in  use)  wherein  the  Chief  was  given  entire  control  of  all  men  assigned  to  duty, 
to  purchase  whatever  supplies  that  were  necessary  and  forward  same  on  being  properly  vouched 
for  to  the  Committee  for  payment.  It  also  provided  for  one  member  of  each  section  a  leave- 
of-absence  one  half  day  and  one  night  in  each  week  from  1  p.m.  until  8  a.m.  the  following  morning. 
Absence  from  a  fire  without  sufficient  reason,  subjected  the  party  to  dismissal.  Any  member 
neglecting  to  wear  his  uniform  while  on  duty  was  dismissed.  No  person  was  appointed  to  the 
Department  who  was  not  a  subject  of  Great  Britain,  or  who  had  ever  been  convicted  of  a  crime. 
All  must  know  how  to  read  and  write.  They  shall  not  be  less  than  5  ft.  7  ins.  in  height  and 
weigh  135  lbs.    They  shall  not  be  more  than  26  years  of  age,  and  must  pass  a  most  rigid  medical 

§j        examination.  .  3 

In  1887  the  Fire  Department  was  increased  to  81  men.  There  were  three  steam  engines 
in  use  besides  the  chemical  engine.    At  the  end  of  1888  two  of  the  steam  engines  were  put  out 

|        of  commission. 

 [ 
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TORONTO  UNIVERSITY  FIRE,  FEBRUARY  14th,  1890. 
Loss  of  33,000  volumes  valued  at  $100,000,  total  loss  to  University,  $363,706.    Insurance  $150,000. 

The  First  Aerial  Turn  Table  Truck  was  built  by  the  Babcock  Co.  of  Chicago,  111.,  in  1 888,  and 
was  installed  in  Lombard  St.  Station  in  December  of  the  same  year,  the  main  ladder  being 
85  feet  in  length,  this  truck  was  smashed  by  a  falling  wall  at  the  Globe  fire,  Melinda  St.,  on 
January  6th,  1895;  it  was  again  rebuilt  by  the  same  company  and  remained  in  service  until 
May  1904,  when  it  was  made  up-to-date. 

In  the  early  part  of  1889,  Mr.  Richard  Ardagh  was  promoted  to  be  Chief  of  the  Department, 
an  office  which  he  had  held  for  some  years,  as  Mr.  James  Ashfield  had  been  relieved  from  active 
duty  some  time  before.    During  this  year  the  force  of  men  was  again  increased. 

A  new  Fire  Alarm  System  was  installed  in  1889.  The  Department  now  boasted  95  men. 
The  apparatus  was  the  same  except  the  steam  engines  were  out  of  commission. 

A  by-law  was  passed  in  1890  to  create  and  establish  the  Toronto  Superannuation  and  Benefit 
Fund,  which  exists  for  the  protection  of  firemen  who,  in  the  course  of  service,  receive  injury  or 
fall  a  prey  to  disease,  to  insure  their  lives  for  the  benefit  of  dependents,  and  to  pension  such  of 
themselves  as  retire  after  long  years  of  service.  To  forward  this  Fund  the  City  contributed 
$10,000.  The  members  of  the  Brigade  were  taxed  2  per  cent,  of  the  gross  amount  of  their  wages. 
All  donations  and  gratuities  from  time  to  time  given  by  citizens  or  corporations  to  or  for  the 
benefit  of  the  Fire  Brigade,  and  the  proceeds  of  all  fines  which  may  be  imposed  upon  firemen 
are  added  to  this  fund. 

At  the  present  time  the  firemen  pay  from  7  to  9  per  cent,  of  their  pay  each  month  toward 
the  upkeep  of  this  fund. 

In  1890  the  City  purchased  the  horses  used  by  the  Fire  Department  under  contract.  There 
were  28  in  number  and  cost  the  City  $4,630.  A  combined  chemical  and  hose  wagon  was  added 
to  the  Department  and  was  stationed  at  the  Portland  Street  Fire  Hall.  On  June  15th,  1890, 
Mr.  Jas.  Ashfield,  who  had  been  Chief  Engineer  of  the  Fire  Dept.  for  man\  years,  and  purchasing 
officer  after  retiring  from  active  duty,  died  at  his  residence,  24  Shuter  St.  He  first  joined  the 
volunteer  brigade  in  1839,  was  elected  Captain  in  1846,  and  Chief  Engineer  in  1851.  The  most 
destructive  fire  that  year  was  the  University,  caused  by  the  upsetting  of  a  lamp.  A  combined 
chemical  and  hose  wagon  was  added  in  1892,  and  also  stationed  at  Portland  Street.  The  Depart- 
ment consisted  of  122  officers  and  men  and  the  apparatus  was  practically  the  same  in  1893,  al- 
though the  urgent  need  of  a  steam  engine  was  put  before  the  Council  numerous  times  by  the 
Chief.    There  were  51  cases  of  incendiarism  during  the  year. 
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The  year  1894  brought  nothing  new  in  the  Department,  though  hardly  had  the  New  Year 
arrived  than  a  series  of  disastrous  fires  occurred  which  destroyed  warehouses  and  other  business 
establishments. 

The  Toronto  Department  in  a  period  of  horse-drawn  apparatus,  and  no  Fire  Engine  in 
service  in  this  City,  depended  on  the  domestic  water  system,  which  never  exceeded  80  lbs. 
pressure  in  the  down  town  sections,  while  in  the  higher  sections  of  the  City  the  Department 
was  fortunate  to  get  45  lbs.  This  was  very  satisfactory  while  buildings  up  to  about  four  stories 
were  being  built,  but  nothing  more. 

About  as  far  back  as  1890,  when  the  late  Richard  Ardagh  was  Chief,  and  recognized  as  one 
of  the  bravest  Fire  Chiefs  on  this  Continent,  recommended  to  the  City  Council  year  after  year 
the  re-introduction  of  the  Steam  Fire  Engine,  but  was  just  as  regularly  met  with  the  answer 
that  Toronto  Department  was  so  efficient  that  a  fire  could  not  get  beyond  control,  so  we  didn't 
need  an  Engine,  but,  alas,  this  was  altogether  wrong,  for  on  January  6th,  1895,  a  snowy  Sunday 


AERIAL  TRUCK  SMASHED  AT  THE  GLOBE  FIRE,  1895 

morning,  about  3  a.m.,  Box  21,  located  at  the  corner  of  King  and  Yonge  Streets,  was  pulled  for 
a  fire  in  the  Globe  newspaper  building  at  the  corner  of  Yonge  and  Melinda,  burning,  as  it  was, 
from  the  basement  to  the  attic.  The  domestic  water  service  of  an  hour  before  was  perfect,  but 
now  a  complete  failure,  and  no  Fire  Engine  to  be  brought  into  requisition;  no  High  Pressure 
System. 

Here  we  must  pause  for  a  moment  as  we  think  of  the  brave  firemen,  just  as  willing  as  ever, 
facing  the  flames;  yes,  facing  death,  as 'they  did  on  this  occasion,  led  by  Chief  Ardagh,  when 
suddenly  there  was  a  crash,  and  the  entire  north  wall  was  laid  on  Melinda  Street,  almost  entirely 
covering  the  Aerial  Truck  from  Lombard  Street,  which  had  been  placed  alongside  the  building. 
But,  sadder  still,  Fireman  Robert  Bowery,  of  the  Lombard  Street  Station,  was  crushed  beside 
the  aerial,  and  diech  shortly  after  being  taken  to  the  General  Hospital. 

Chief  Ardagh,  who  was  inside  the  building  on  the  south  side,  accompanied  by  Firemen 
Forsyth  and  Smedley,  as  the  floors  started  to  go  down ;  the  three  of  them  jumped  out  of  a  south 
window  opposite-  the  lane,  the  Chief  being  hurt  so  badly  that  he  died  three  weeks  later;  the 
two  firemen  recovered.  Fireman  Saunders  of  No.  2  Truck,  Portland  Street,  was  struck  by  the 
falling  wall  at  the  west  end  of  the  building,  injuring  one  of  his  feet  so  badly  that  it  had  to  be 
amputated.  Fireman  Foster,  of  Lombard  Street,  was  also  injured,  but  fully  recovered.  There 
were  also  many  miraculous  escapes,  also  a  heavy  property  loss. 
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Then,  on  the  10th  of  January,  four  days  later,  and  on  Melinda  Street,  near  Bay,  there  was 
the  Osgoodby  Office  Building  fire,  five  storeys  high.  On  arrival  the  building  was  found  to  be  a 
mass  of  flames.  The  janitor,  with  his  wife,  who  was  taken  from  her  sick  bed,  also  the  nurse,  were 
standing  on  the  window  sill  of  the  top  storey.  No  aerial  truck,  but  the  old  type  of  rope  life 
net  which,  was  on  the  truck  was  quickly  arranged  directly  underneath  the  window  where  the 
three  people  stood,  terrorized  with  a  dense  smoke  pouring  out  from  over  their  heads  as  well 
as  all  of  the  windows. 

With  terrific  urging  from  the  crowd,  including  the  firemen,  the  terrified  husband  was  com- 
pelled to  shove  his  wife  off  the  window  sill,  which  he  did  as  gently  as  it  was  possible  to  do,  and  as 
her  form  appeared  in  the  air  and  down  two  storeys  she  struck  the  wires,  causing  her  body  to 
bound  towards  the  building  and  then  into  the  net,  alighting,  as  she  did,  like  an  expert  jumper, 
and  with  a  mighty  cheer  from  the  crowd  she  was  taken  out  of  the  net  and  to  the  hospital  on 
account  of  her  delicate  condition.  The  nurse  followed  by  sliding  down  on  a  telephone  wire  for 
two  storeys,  then  jumped  into  the  net,  none  the  worse  for  her  experience.  The  husband  came 
down  in  the  same  manner  as  the  nurse,  and  in  no  case  did  the  net  ever  strike  the  pavement 
when  those  people  alighted  in  it.  It  would  be  impossible  to  describe  the  cheering  when  the 
last  person  got  out  of  the  net.    Providence  surely  ruled  on  this  occasion. 


CHIEF  THOMAS  GRAHAM 
1895-1 899 

After  the  death  of  Chief  Ardagh  Thomas  Graham,  who  was  Deputy  Chief,  was  made  Chief; 
John  Thompson,  Deputy  Chief;  and  William  Villiers  to  be  Asst.  Chief. 

The  Council  realized  the  responsibility  of  keeping  the  Fire  Department  modern,  as  the 
agitation  for  Fire  Engines  was  again  revived.  April  24th  was  the  big  day.  The  first  steam 
engine  arrived  and  was  the  talk  of  the  department.  It  was  a  Ronald,  with  a  pumping  capacity  of 
1,000  gallons  per  minute,  weighing  7,600  pounds  and  drawn  by  three  horses.  It  was  placed 
in  Richmond  Street  hall — then  known  as  "The  Long  Shed" — to  cover  the  downtown  district. 
At  this  time  Toronto's  population  was  167,000,  and  it  boasted  a  fire  department  of  122  men, 
15  fire  halls,  as  many  wagons,  and  about  thirty  horses.  This  was  Toronto's  protective  agent. 
During  July  two  more  wagons  were  added  to  the  apparatus,  a  hook  and  ladder  truck  and  a 
65-foot  "Champion"  water  tower. 
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So  delighted  were  the  department  and  city  with  the  service  of  the  first  steamer,  and  such 
an  aid  to  the  water  system  then  in  use  that  another  one  was  ordered.    It  cut  the  fire  loss  down. 

The  old  J.  B.  Boustead,  which  had  been  placed  out  of  commission,  was  repaired  at  a  cost 
1        of  $1,800,  and  again  brought  into  requisition. 

The  Fire  Brigade  in  1895  was  composed  of  132  men.    There  were  36  horses,  11  single  hose 
horse  carts,  and  4  2-horse  hose  wagons,  1  turntable  aerial  hook  and  ladder  truck,  5  hook  and 
ladder  trucks,  1  double  cylinder  chemical  engine,  1  combination  double  cylinder  chemical  fire 
engine,  3  steam  fire  engines,  and  a:"Champion"  water  tower.    These  men  and  equipment  were 
I        divided  into  15  sections,  stationed  at  the  fifteen  fire  halls. 

Up  to  this  time  12  firemen  had  given  their  lives  in  the  discharge  of  their  duties,  as  follows : 
Wm.  Thornton,  Nov.  22,  1848;  Frederick  Lepper,  1851;  Wm.  Charlton,  July  10,  1866;  [as. 
Kidd,  vSept.  17,  1869;  Jas.  Phillips,  Sept.  15,  1879;  Wm.  Ashfield,  Oct.  5,  1880;  Thos.  Charters, 
April  14,  1881;  John  Davies,  July  10,  1884;  Albert  Gilbert,  July  16,  1884;  Thos.  Everest,  April 
24,  1890;  Robt.  Bowery,  Jan.  6,  1895;  Richard  Ardagh,  Jam  27,  1895. 

On  August  1st,  1896,  the  second  "steamer"  was  brought  to  Toronto.    This  one  was  a 
"Waterous"  with  a  600  gallon  pumping  capacity,  and  of  6,600  pounds  weight.    Two  horses 
pulled  it.    It  did  duty  from  Yonge  Street  hall.    Although  much  smaller  than  the  previous  one 
1        it  gave,  good  service. 

Fearing  the  outbreak  of  more  large  fires,  the  city  council  passed  the  chief's  estimates  for 
another  "steamer."  An  English  firm  by  name  of  Merryweather  received  the  tender.  Their 
machine  however  failed  to  reach  the  standard  made  by  the  other  two  and  the  engine  was  re- 
turned as  unsatisfactory.  This  failure  of  the  steam-engine  did  not  dampen  the  ardour  of  Chief 
Graham  and  in  his  yearly  report  he  sent  to  the  council  he  asked  for  more.  He  got  them  for  the 
jj        asking.    Two  more  were  placed  on  order.    They  were  not  received  this  year  however. 

One  big  blaze  broke  out  during  the  year.    It  was  the  J.  N.  McKendry  building  fire,  on 
Yonge  Street.    Of  unknown  origin,  it  necessitated  a  general  alarm  being  turned  in,  and  caused 
$170,000  damage.    It  was  a  stubborn  battle  it  gave  the  firemen.    The  "steamers"  were  used 
g  here. 

While  one  life  was  lost,  through  a  very  slight  blaze.    Thrown  from  his  stand  on  the  Ronald 
"steamer"  running  from  the  "Long  Shed,"  Fireman  John  Bertram,  married  but  three  days,  was 
fatally  injured  and  died  soon  after.    This  occurred  on  December  13th.    The  blaze  did  but  $10 
1        damage  and  was  on  McGill  Street. 

So  satisfactory  was  the  service  of  the  steam-engines  used  at  the  McKendry  blaze  that  the 
two  on  order  were  asked  to  be  delivered  quickly.  And  on  October  1st  of  1897  both  engines 
arrived.    The  "Waterous"  delivered  was  the  largest  one  bought.    It  proved  to  have  a  1,100 

1        gallons  pumping  capacity,  and  drawn  by  three  horses,  while  the  other  was  a  smaller  type,  an 

1        Amoskeag,  of  500  gallons  capacity  and  needing  but  two  horses. 

With  the  purchasing  of  the  steamers  little  other  apparatus  was  bought  by  the  department. 
With  the  trucks  doing  duty  at  this  time  aided  by  the  four  steam  pumps  the  city  was  afforded 
g        as  good  a  fire  protection  as  one  could  wish  for. 

The  city  was  left  in  total  darkness  when  the  Toronto  Electric  Light  System,  at  the  foot 
of  Scott  Street  was'  wiped  out  by  fire,  on  January  21st,  which  did  $66,000  damage.    It  was  a 
general  alarm  and  a  dangerous  blaze  to  battle.    The  two  new  steamers  did  their  first  fire  duty 
j§        at  this  blaze. 

[  Over  $100,000  damage  was  done  when  the  Murray  Co.  dry  goods  concern  was  burned  out. 

This  also  proved  to  be  a  general  alarm  and  took  the  firemen  over  two  hours  to  quell.    The  Murray 
1        Company  was  situated  at  27  King  Street  West  at  this  time. 
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The  T.  Eaton  Co.,  Ltd.,  Yonge  Street,  was  the  next  sufferer  from  fire  when  one  of  unknown 
origin  gutted  their  building  on  Yonge  Street,  doing  approximately  $250,000  damage  to  the 
building  and  contents,  while  every  available  fireman  in  the  city  with  every  piece  of  apparatus 
battled  fiercely  to  subdue  the  flames. 

Overheating  in  the  dry  kiln  caused  a  blaze  in  the  Central  Prison  which  did  $55,000  damage, 
and  gave  many  a  prisoner  a  chance  for  escape.  Instead  of  that  prisoners  did  heroic  work  and 
aided  the  firemen  immensely.  This  was  the  last  big  fire  of  the  year,  and  broke  out  on  October 
4th,  1897. 


CENTRAL  FIRE  STATION,  QUEEN'S  JUBILEE,  1897. 


During  the  following  year — 1898 — there  were  little  improvements  or  additions  made  on 
the  force.    There  were  three  large  fires. 

The  thirteenth  of  January  the  C.  H.  Hubbard  firm,  38  Adelaide  Street  West  were  wiped 
out  by  fire,  of  unknown  cause,  and  suffered  $50,000  loss. 

Exactly  two  months  later  followed  the  Robert  Currie  building,  27  Front  Street  East,  by 
the  same  method,  suffering  a  loss  of  $100,000,  and  a  cause  for  the  fire  has  never  been  found. 

FIREMEN  SUFFER  AT  HEES,  APRIL  1,  1898 

The  firemen  did  not  get  off  so  easy  as  at  the  last  blaze,  when  George  H.  Hees,  Davenport 
Road,  went  up  in  fire  and  smoke,  with  a  loss  of  $41,000,  and  resulting  in  the  death  of  one  firemen 
and  in  the  injuries  of  six  other  firemen. 

Thomas  Deacon  was  fighting  the  blaze  when  the  third  floor  collapsed  burying  him  in  the 
debris  which  resulted  in  fatal  injuries.    The  injured  men  were  James  Jones,  T.  Scott,  Daniel 
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Bailey,  John  McCarrick,  Sam  McGowan  and  John  Beatty.  They  were  injured  by  falling 
walls  and  the  floors  caving  in.  The  firemen  took  punishment  enough  for  a  year  before  quelling 
the  flames. 

GOWANS-KENT  FIRE  TOOK  PLACE 

On  February  10,  1899,  Box  5  at  the  corner  of  Yonge  and  Front  Sts.,  was  pulled  at  11.05 
a.m.,  which  brought  the  down-town  sections  of  the  department  to  the  scene. 

On  first  appearance  the  Chief  did  not  think  it  serious  and  ordered  several  pieces  of  apparatus 
back  to  their  various  stations,  but  before  they  had  started  the  fire  broke  out  in  numerous  places 
which  resulted  in  a  general  alarm  being  turned  in  at  11.54  a.m.  The  temperature  being  at 
14°  below  zero  and  a  strong  west  wind  blowing,  the  firemen  suffered  intense  hardship.  The 
aerial  ladder  (the  only  one  in  Canada  at  the  time),  also  the  water  tower,  was  placed  in  action 
on  Front  St.  and  were  used  most  effectively,  performing  a  duty  that  was  impossible  with  any 
other  piece  of  apparatus  at  that  date.  Alex.  Gunn  and  O.  Poole,  both  District  Chiefs  now, 
were  on  the  ladder  directing  the  streams.  The  spray  from  the  various  streams  falling  upon 
them  and  freezing  almost  immediately.  By  the  time  the  fire  was  under  control  the  men  re- 
sembled blocks  of  ice  and  were  almost  helpless  from  the  cold.  It  was  with  great  difficulty  they 
were  removed  from  the  ladder,  having  stood  there  from  12  m.  to  3  p.m.  The  ladder  so  com- 
pletely covered  with  ice  could  not  be  properly  placed  in  the  nest  when  lowered  for  several  hours 
1        after  returning  to  the  station. 

The  late  Chief  Ardagh  warned  the  men  if  ever  a  fire  took  place  there  to  keep  out  of  the 
building  as  it  was  most  hazardous  from  a  fireman's  point  of  view.  This  judgment  proved  to  be 
correct.  The  origin  of  the  fire  was  unknown,  spreading  rapidly  and  laying  waste  the  manufac- 
turing district  to  the  extent  of  $200,000.  The  firemen  were  kept  continually  called  to  the  fire 
for  two  days  by  smouldering  embers. 

|  CHIEF  GRAHAM  RESIGNS  | 

Chief  Thomas  Graham  resigned  in  September  of  the  year  and  John  Thompson  stepped 
into  the  vacancy  in  November.    The  strength  of  the  force  now  was  175  men,  while  there  were 
I        63  horses  in  use.    The  total  fire  loss  for  the  year  was  $350,000. 

NEW  HALLS  IN  1900 

Two  new  halls  were  erected  in  the  next  year,  at  Cowan  Avenue  and  Queen  Street,  and  an 
addition  to  the  "Long  Shed"  on  Richmond  Street.    The  strength  was  increased  by  ten  men. 
There  were  an  8 5 -foot  aerial,  a  65 -foot  Champion  water  tower,  five  hook  and  ladder  wagons,  a 
1        chemical  engine  and  fourteen  hose  wagons  with  five  reels. 

|  McKINNON  BUILDING  SUFFERS 

On  October  23rd,  1900,  the  McKinnon  building  was  again  visited  by  fire.  The  second 
time  since  1895  They  suffered  a  loss  of  $100,000.  The  four  steamers  did  good  work  in  pump- 
ing water.    There  were  746  alarms  answered  during  the  year,  while  the  total  loss  was  $182,000. 

|  NO  CHANGE  IN  1901 

One  new  75-foot  aerial  was  bought  in  this  year.  There  were  no  big  fires  to  blight  the  year's 
records,  and  only  655  alarms  were  turned  in. 

|  1902— A  FATAL  YEAR 

The  next  year — 1902 —  was  a  year  long  remembered  in  the  history  of  the  department.  It 
proved  a  fatal  year  for  six  firemen,  a  record  unbeaten,  while  six  destructible  fires  broke  out  during 
the  year,  two  of  which  proved  fatal.    The  new  uniforms  were  also  issued  in  this  year.  They 
|        were  blue  ones. 

_  Continued  on  page  j8. 
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JOHN  THOMPSON 
Chief  Fire  Dept.  1S99-1915 


Joined  the  Dept.  Jan.  1876;  Appointed  (Captain)  Foreman  1877;  District  Chief  1883; 
Deputy  Chief  1891;  Chief  from  1st  November,  1899,  until  15th  April,  191^,  when  resignation 
was  accepted. 

Born  in  County  Antrim,  Ireland,  and  came  to  Toronto  in  1868.  Worked  at  the  Flour 
and  Feed  business  for  six  years  previous  to  becoming  a  member  of  the  Dept.  During  his  term 
of  office  as  Chief  many  improvements  were  carried  out;  the  first  self-raising  Aerial  Fire  Truck 
in  Canada  was  installed  in  Toronto;  a  number  of  Motor  propelled  apparatus  were  added  to  the 
equipment  of  the  Department. 

Chief  Thompson  was  a  strong  advocate  for  the  better  housing  accommodation  and  im- 
proved sanitary  conditions  for  the  health  and  comfort  of  the  men,  and  succeeded  in  having 
nine  new  Stations  erected  and  a  number  of  old  ones  remodelled. 

He  was  also  strongly  in  favor  of  the  installation  of  the  High  Pressure  Water  Service  for 
the  protection  of  the  Congested  District,  and  thinks  it  should  be  further  extended.  He  is  the 
Father  of  the  Pension  Fund  of  the  Dept.,  having  to  fight  an  uphill  battle  both  before  and  after 
becoming  Chief  to  have  it  installed  and  maintained. 

He  took  great  interest  in  the  International  Association  of  Fire  Chiefs,  believing  that  the 
topics  discussed  and  the  exhibits  displayed  gave  Chiefs  a  great  opportunity  to  fit  themselves 
for  making  improvements  in  their  home  Depts. 

Chief  Thompson  was  elected  President  of  this  Association  at  the  annual  meeting  in  1910, 
held  in  the  City  of  Syracuse,  N.Y. 
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THE  FATAL.  McINTOSH  BLAZE 

On  the  morning  of  July  10th,  1902,  there  was  the  Mcintosh  fire,  at  Front  and  George  Streets. 
The  building  extending  to  the  Esplanade,  two  storeys  and  basement  on  Front  Street,  three 
storeys  on  the  Esplanade  In  a  short  space  of  time  the  building  was  in  a  mass  of  flames,  when  a 
terrific  explosion  occurred  almost  the  entire  building  went  down,  killing  five  members  of  the 
Fire  Department,  namely,  Dave  See,  Harry  Clark  and  Adam  Kerr,  of  No.  5  Hose  Company, 
Lombard  Street  Station;  Fred  Russell,  No.  3  Hose  Company,  and  Walter  Collard,  who  was  in 
No.  3  Company  for  the  day,  having  traded  for  the  day  in  order  to  oblige  a  comrade,  and,  like 
all  other  occurrences  of  this  kind,  many  men  had  narrow  escapes. 

The  first  intimation  that  anyone  had  of  the  tragedy  was  when  the  helmet  of  a  fireman  was 
seen  sticking  partly  out  from  underneath  a  pile  of  bricks.  Search  was  immediately  made  and 
the  grim  catastrophe  revealed.  Many  men  were  overcome  by  heat  and  smoke  while  doing  the 
heroic  rescue  work,  yet  not  a  man  complained.  Each  man  worked  silently  until  he  dropped, 
when  another  was  on  hand  immediately  to  fill  the  breach. 

The  funeral  of  these  brave  men,  which  was  a  public  one,  and  from  St.  James'  Cathedral, 
King  and  Church  Streets,  was  led  by  a  band  consisting  of  325  Bandsmen,  to  Mount  Pleasant 
Cemetery.    It  being  Sunday  the  streets  were  lined  solidly  from  the  Church  to  the  Cemetery  Gate. 

NO  FIRES  IN  1903 

Perhaps  it  was  the  knowledge  of  the  terrible  loss,  or  perhaps  it  was  through  being  careful; 
whatever  it  was  the  city  during  the  year  of  1903  was  not  visited  by  any  large  fires,  nor  did  any 
of  the  city's  fire  protectors  lose  their  lives. 

One  man  was  taken  on,  while  the  peace  of  the  city  was  left  undisturbed  by  any  ravaging 
blazes.  The  memory  of  the  sad  loss  suffered  the  previous  year  was  not  as  keen,  while  relatives 
were  slowly  becoming  reconciled  to  their  fate.  The  firemen  did  answer  however  867  alarms, 
and  the  total  loss  for  1903  was  $273,000.  There  were  196  men  on  the  job.  Two  hook  and 
ladder  wagons  were  purchased  carrying  60-foot  ladders,  each  drawn  by  two  horses. 

TERRIBLE  TOLL  OF  1904 

But  if  fire  loss  was  slight  in  the  previous  year  it  took  a  terrible  toll  the  next  year,  1904. 
For  two  weeks  without  let  up  the  firemen  battled  one  blaze  which  razed  the  entire  heart  of 
Toronto's  business  section  for  blocks  around,  necessitating  calling  in  outside  help,  which  was 
answered  gallantly.  The  loss  for  the  year  was  over  $11,000,000,  and  the  greatest  fire  ever 
recorded  here  went  down  in  the  history  of  the  city. 

April  the  19th  was  The  Day. 

If  ever  there  was  a  conflagration  worth  watching  it  occurred  on  that  day. 
And  if  ever  firemen  performed  deeds  that  would  cause  their  names  to  be  remembered  through- 
out the  history  of  "The  Queen  City  of  Canada"  they  performed  them  on  that  Day. 

FIRE  DOES  $10,000,000  DAMAGE 

At  eight  o'clock  in  the  evening  of  the  day  of  April  19th  the  holocaust  broke  out.  No  fewer 
than  104  buildings  right  in  the  heart  of  Toronto's  manufacturing  plants  and  wholseale  ware- 
houses, the  centre  from  which  the  business  veins  of  the  city  stretched  forth  to  the  outlying 
and  out-of-town  districts,  were  completely  destroyed;  5,000  persons  were  thrown  out  of  employ- 
ment, while  damage  which  was  estimated  at  approximately  $10,000,000  was  done  to  the  buildings 
and  the  contents. 

Like  a  tremendous  flash  of  lightning  the  blaze  was  first  seen  by  the  constable  on  duty, 
P.C.  William  J.  Lannin  (137),  who  immediately  turned  in  the  alarm  as  he  saw  a  burst  of  flame 
shoot  skywards  from  the  elevator  shaft  of  the  E.  &  S.  Currie  building  on  Wellington  Street. 

GENERAL  ALARM  TURNED  IN 

When  the  firemen  arrived  under  Chief  Thompson  they  sized  the  blaze  up  and  almost  im- 
mediately turned  in  a  general  alarm.  The  blaze  commenced  breaking  out  here  and  there  in 
different  buildings.  The  firemen  were  forced  to  spread,  and  so  were  unable  to  concentrate  on 
one  particular  building.  Had  they  perhaps  been  able  to  direct  their  full  strength  at  one  spot 
they  might  have  prevented  the  blaze  getting  the  headway  it  did. 

Help  was  asked  for  from  outside  points;  Hamilton  and  London  responded  loyally.  Buffalo, 
being  the  farthest  off.  sent  two  large  steam  Fire  Engines  and  thirty  men. 
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Men  Killed  or  Died  from  Injuries  Received  at  Fires 


1— Adam  Kerr,  killed  at  Mcintosh  Co.  fire,  Jul}'  10th,  1902.  2 — F.  G.  Russell,  killed  at  Mcintosh  Co.  fire,  July 
10th,  1902.  David  See,  killed  at  Mcintosh  Co.  fire,  July  10th,  1902.  4— W.  H.  Clarke,  killed  at  Mcintosh  Co. 
fire,  July  10th,  1902.  5— Walter  Collard,  killed  at  Mcintosh  Co.  fire,  July  10th,  1902.  6— Capt.  Moses  Thomp- 
son, a  small  chemical  exploded  throwing  the  Capt.  from  the  roof,  killing  him  instantly,  Feb.  12th,  1890.  7 — T. 
Worrell,  Capt.  No.  4,  Berkeley  St.,  killed  at  Sugar  Refinery,  foot  of  Princess  St,  covered  with  12  feet  of  flour.  8 — 
O.  Ough,  died  from  inhaling  nitric  acid  fumes,  July  20th,  1918,  died  July  22nd,  at  Aikenhead  Bldg.  9 — D.  Nolan, 
died  from  injuries  received  at  a  fire  on  Linden  St.,  June  8th,  1902. 
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The  work  of  the  firemen  was  heroic  to  the  extreme.  Many  were  injured,  amongst  the 
more  serious  being  Chief  Thompson  and  Firemen  Moses  Thompson,  Nicholas  Sweetman,  Alfred 
Gates,  Charles  Ardagh;  while  fully  twenty  other  firemen  were  slightly  cut  or  overcome,  but 
continued  on  duty.  The  firemen  mentioned  were  forced  to  quit  and  had  to  receive  attention 
at  the  Emergency  hospital. 

Water  pressure  was  not  poor,  but  the  aid  of  engines  was  delayed  for  a  time.  Beaten,  but 
game,  and  taking  great  punishment,  the  firemen  pitifully  played  every  available  lay  of  hose 
against  the  flames,  which  seemed  to  mock  their  best  effort,  as  licked  up  by  the  gale  they  spread 
from  building  to  building  unchecked.  By  morning  Bay  Street  south  to  Melinda  was  in  ruins. 
Wellington  Street,  half  way  east  of  Yonge  Street  to  Bay  Street,  was  piled  high  with  debris  as 
far  west  as  York  Street. 

Buildings  on  Front  Street  were  gutted  from  the  Queen's  Hotel  to  the  Customs  House  and  the 
Esplanade  from  the  Customs  House  to  Lome  Street,  presented  a  similar  aspect. 

From  among  the  thousands  of  spectators  who  watched  the  blaze,  originated  the  suggestion 
that  a  building  be  blown  up  to  prevent  the  spread  of  destruction,  which  by  this  time  was  in- 
evitable. Deputy  Chief  Noble  sought  permission  of  Mayor  Urquhart,  who  was  ready  to  usj 
any  measure  to  stop  the  spread  of  flames.  He  was  willing  to  dynamite  a  whole  block  if  necessary, 
to  check  the  fire.  Stanley  Barracks  was  communicated  with.  Could  they  send  a  section  of 
engineers  to  carry  out  the  blasting'  They  could,  but  did  not  have  the  dynamite.  Then  Chief 
Architect  Curry  advised  this  might  spread  the  flames  more  than  the  gale.  Already  the  flames 
had  leapt  across  sixty-foot  streets,  and  the  dynamiting  of  the  building  was  not  considered  worthy 
of  a  trial,  especially  when  the  firemen  knew  nothing  of  such  work.  The  project  was  abandoned. 
Soldiers,  however,  from  the  barracks  did  fine  work  in  handling  the  crowds  and  assisting  the 
firemen. 

Foreman  Frank  Smith,  who  had  battled  the  flames  for  hours  from  Bay  Street  to  the  old 
McMaster  Building  on  Front  Street,  selected  the  Customs  House  as  a  point  for  a  last  stand. 
Almost  overcome  by  heat  and  smoke,  as  the  firemen  were,  it  appeared  as  though  the  vantage 
point  had  been  selected  too  late,  but  the  firemen  gamely  battled  on  and  fought  the  flames  des- 
parately  at  the  Minerva  Building.  Help  from  Hamilton  arrived  in  the  nick  of  time  and  relieved 
Toronto  crews.  London  was  next  and  then  Buffalo.  This  settled  the  flames  from  gaining 
further  east  and  the  next  move  was  to  stop  the  spread  to  the  north. 

The  fire  had  reached  the  wharves  to  the  south  and  boats  had  slipped  out  into  the  bay  for 
safety.  A  stand  was  made  at  The  Telegram  Building.  The  walls  of  the  building  held  good 
against  the  flames  and  after  a  fierce  and  heroic  struggle  by  the  firemen  the  flames  had  been 
checked  at  points  with  the  wind.  Had  the  fire  passed  these  two  points  Toronto  would  have 
been  doomed  to  suffer  at  the  mercy  of  the  elements.  By  4  a.m.  the  following  morning  the  fire, 
still  burning  fiercely,  was  under  control  from  further  spread.  Flames  were  bursting  forth  as 
though  unquenchable  from  the  many  buildings  within  the  fire-swept  area.  Many  walls  had 
fallen  which  fortunately  had  not  claimed  a  victim,  and  other  heaps  of  debris  were  smouldering. 
Hundreds  of  feet  of  pavement  were  concealed  by  fallen  brick  and  debris,  while  on  other  streets 
the  intense  heat  had  cracked  the  asphalt  into  great  hummocks  which  broke  up  under  tread  of 
feet. 

The  overhead  wires  were  cursed  by  both  firemen  and  owners  alike  and  was  common  gossip 
the  next  day  that  they  must  disappear.  However,  the  same  overhead  system  of  wires  remained 
to  hamper  firemen  in  the  recent  Adelaide  Street  fire  of  several  weeks  ago. 

When  The  Telegram  building  was  threatened,  members  of  the  staff,  despite  the  fact  that 
the  plate  glass  windows  were  cracking  under  the  heat  and  the  woodwork  of  the  sills  was  blistered, 
stood  at  each  window  and  drenched  the  sides  of  the  building  with  hose  lines,  as  far  as  accom- 
modation permitted. 

Like  the  firemen,  members  of  the  editorial  staff  were  drenched  through  and  the  water  froze 
on  their  clothes,  but  they  remained  game  to  their  task  and  stuck  to  the  end. 

FOUGHT  THROUGH  14  NIGHTS 

All  through  that  night  and  next  day  the  firemen  fought  the  blaze  before  it  was  finally  brought 
under  control.  For  two  weeks  after  that  smouldering  embers  of  what  were  once 'towering  build- 
ings of  Toronto's  business  section  broke  out  afresh  and  kept  the  firemen  on  the  job. 

When  two  weeks  later  stock  of  the  terrible  loss  was  taken  it  stood  somewhat  like  this :  The 
destroyed  streets  were  Bay  Street,  from  Melinda  south  to  the  foot;  Wellington  Street  was  piled 
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TORONTO  FIRE,  APRIL  19th,  1904 

1 — Bay  and  Wellington  Sts.    2 — Looking  West  from  Yonge  St.  on  Wellington  St.    3 — Looking  East  from  York  St. 
on  Wellington  St.    4 — View  from  Union  Station  Tower.    5 — Looking  up  Bay  St.  from  Front  St.    (5 — Looking 
West  of  Bay  St.  on  Wellington  St.    7— View  of  Front  St.  from  Yonge  West. 


Iiiiiiiiiiiiiiiini  minimi  iiiiiiiiiiiiiiiii  iiiiiiiiiiiiiiiiiiiiiiiiiiiii  iiiiiiimiiiiimiiiiiiimiimiiimiiiiiiimiiimiimiiiiiiiiiiiiiii  iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiw   iiiii   miiiiiiiiiiiiiiiiiimiiiiiiiimiiiiiiiiiiiiiiiiiiiiiiiiiiiiiii  mil  mill  iiiiiiiiiiiiiiiiin^. 


41 


|lllll!llllllllllllllllllllllllllllll!llllllllll!l!llllllllllllll  Illllllllllllllllllllllllllllllllllllllllllllll   Illllllllllllllllllllllllllllllllllllllllllllllllllf 


with  debris  from  east  of  York  Street  to  just  west  of  Yonge  Street;  Front  Street  gutted  from 
Queen's  Hotel  to  the  Customs  House;  while  the  Esplanade  suffered  from  the  Customs  House  to 
Lome  Street. 

The  "Old  Iron  Block"  was  entirely  destroyed. 

Every  piece  of  apparatus  and  every  fireman  on  the  job  fought  the  blaze.  And  so  this  date 
cannot  help  but  be  remembered  even  at  the  present  time — in  1923 — nineteen  years  later,  when 
all  papers  write  up  the  date  as  the  anniversary  of  "Toronto's  Conflagration." 

Prior  to  this  date  The  Hamilton  Street  School  was  burned  out.  This  was  on  January  5th, 
when  some  $20,000  damage  was  caused. 

SECOND  GENERAL  ALARM 

On  February  24th  a  second  blaze  broke  out  which  required  all  firemen  to  be  on  the  job. 
This  was  the  George  H.  Hees  Company,  when  some  $50,000  loss  was  suffered. 

Eby  Blain  &  Company,  on  Front  Streets  West,  were  the  next  fire  victims.  They  were 
burned  out  on  July  29th,  when  $100,000  damage  was  caused  and  the  origin  of  the  blaze  unknown. 

On  August  21st  the  fifth  great  blaze  broke  out  in  the  Brown  Brothers'  building  when  some 
$90,000  loss  was  caused.  This  was  the  last  blaze  Toronto  suffered  during  1904 — while  at  the 
end  of  the  year  the  heartfelt  thanks  and  relief  of  the  citizens  of  the  city  were  to  be  heard.  It 
was  with  fear  that  Toronto  spent  the  remaining  four  months  of  that  year  1904 — a  year  no  one 
will  ever  forget. 

TORONTO  PROFITS  BY  LOSS 

As  is  usually  the  case,  it  is  an  ill  wind  that  blows  no  good,  and  Toronto  learned  its  lesson 
through  the  suffering  year  it  had.  The  work  the  steamers  did  was  so  good  that  it  was  decided 
that  more  would  be  purchased,  and  orders  were  accordingly  given  for  more.  During  the  year 
one  more  hook  and  ladder  truck  was  added,  it  being  bought  in  October.  It  was  drawn  by  three 
horses.  The  force  was  increased  to  208  men.  The  estimated  loss  was  $11,000,000  for  the  year 
while  the  number  of  alarms  answered  were  fewer  than  the  year  previous,  numbering  779. 

There  was  little  delay  in  the  purchasing  of  the  two  new  "steamers."  On  May  27th,  1905. 
an  extra  size  Waterous  was  purchased.  It  pumped  1,200  gallons  to  the  minute,  weighing  9,400 
pounds  and  being  pulled  by  three  horses.  Four  months  after  this  was  bought  another  blaze 
broke  out  which  cost  the  life  of  one  fireman  and  causing  injury  to  another.  While  three  months 
after  the  latest  fatal  blaze  another  Waterous  steamer  of  the  same  dimensions  as  the  previous 
one  was  delivered  to  the  department. 

$100,000  FIRE— CAPT.  WORRELL  KILLED 

On  September  19th,  1905,  there  was  the  Citizens  Mill  on  the  Esplanade,  opposite  Princess 
Street,  stone  construction,  and  formerly  used  as  a  sugar  refinery,  which  took  fire  early  on  the 
morning  of  the  date  referred  to,  a  few  minutes  after  which  an  explosion  took  place,  killing  Captain 
Thomas  Worrell,  No.  4  Hose  Company,  Berkeley  Street  Station,  and  burying  him  under  about 
12  feet  of  flour;  also  injuring  Capt.  Robert  Sargent,  of  No.  7  Hose  Company;  Fireman  C.  J. 
Fox,  now  District  Chief;  also  Fireman  Wm.  Patterson,  of  the  same  Hose  Company,  who  took 
shelter  under  a  freight  car  which  was  in  the  Mill.  Fox  immediately  caught  sight  of  a  light  on 
the  Esplanade,  ordered  Patterson  to  go  for  his  life,  which  they  both  did,  landing  safely.  The 
light  turned  out  to  be  in  the  hands  of  Chief  Thompson,  thereby  saving  their  lives,  as  more  of 
the  building  collapsed  in  a  few  minutes,  entirely  covering  the  car  that  sheltered  the  two  men. 
The  men  worked  in  relays  until  about  7  p.m.,  same  day,  before  recovering  the  body  of  Captain 
Worrell. 

SEVENTH  STEAM  ENGINE  ARRIVES 

Still  a  seventh  steamer  was  added  to  the  strength  of  the  department  during  1906,  while 
two  more  hook  and  ladder  trucks  were  purchased  and  two  more  new  fire  halls  built.  They  were 
placed  on  Queen  Street,  near  Woodbine  Avenue,  and  on  Cowan,  near  Queen  Street.  Three 
large  fires  broke  out  during  the  year  which  caused  the  damage  for  the  twelve  months  to  run  rather 
high.  The  engine  was  purchased  on  November  30th,  a  second  size  Waterous,  with  a  pumping 
capacity  of  750  gallons  and  pulled  by  two  horses.  It  was  placed  in  the  east  end  fire  hall  on 
Queen  Street  East.    The  two  hook  and  ladder  wagons  were  bought  on  September  and  December. 
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START  OF  THE  FIRES 

In  a  blinding  snowstorm  and  gale,  made  worse  by  zero  weather,  the  firemen  battled  a  fire 
which  broke  out  in  the  wee  sma'  hours  of  the  morning  of  March  19th,  in  the  William  McCann 
Milling  plant,  at  the  foot  of  Jarvis  Street,  causing  an  approximate  damage  of  some  $90,000, 
and  throwing  75  persons  out  of  work.  The  blaze  broke  out  in  one  of  the  two  storey  constructures, 
and  so  strong  was  the  wind  that  the  fire  was  blown  across  a  gap  of  30  feet  separating  another 
similar  construction,  igniting  it.    The  battle  lasted  some  hours  before  being  finally  extinguished. 

A  second  large  blaze  broke  out  in  the  Canadian  Oil  works  on  Strachan  Avenue  on  September 
22nd,  with  an  approximate  loss  of  about  $110,000.  No  one  was  injured  here  despite  the  serious 
nature  of  the  combustibles  within  the  building. 


7 
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C.N.E.  INCENDIARY  BLAZE,  OCT.  18,  1906 

The  third  and  last  conflagration — believed  to  be  an  incendiary — broke  out  in  the  Grand 
stand  of  the  Canadian  National  Exhibition,  causing  damage  to  the  value  of  $150,000  and  giving 
the  police  and  firemen  the  job  of  trying  to  bring  the  cause  of  the  wanton  destruction  to  justice. 
They  failed. 

Following  this  blaze  the  new  engine  mentioned  above  was  purchased.  The  last  large  fire 
also  tended  to  awaken  the  city  council  to  the  necessity  of  twelve  inch  mains,  asked  for  by  Chief 
Thompson,  and  talk  of  installing  these  large  mains  went  on  for  some  months,  gradually  dying  out 
without  any  action  being  taken.  The  department  did  increase  in  number  however  by  twenty- 
two.  The  estimated  loss  for  the  year  was  placed  at  almost  $700,000,  and  the  number  of  alarms 
were  854. 

ISLAND  GIVEN  PROTECTION 

It  was  in  this  year  that  Fire  Chief  Thompson  asked  for  protection  for  the  Island,  and 
accordingly  a  contract  was  made  with  Joseph  Goodwin  for  the  services  of  the  "Nellie  Bly,"  a 
fire  tug,  to  do  fire  protection  duty.  This  was  the  beginning  of  patrolling  the  Island  and  Bay- 
waters. 

In  1907  no  advance  was  made  by  the  department.  Things  remained  unchanged  but  large 
fires  kept  breaking  out  throughout  the  city.  Six  great  fires  broke  out,  which  kept  the  firemen 
busy,  and  caused  the  damage  to  run  up.    Three  more  men  were  added  on  during  this  year. 
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Two  persons  lost  their  lives  in  one  blaze.  An  unusual  coincidence  is  the  fact  that  five  of  the 
six  fires  broke  out  on  a  Saturday  afternoon. 

Perhaps  the  greatest  damage  was  caused  by  the  blaze  which  started  in  the  Toronto  Plate 
Glass  Company  factory  at  135  Victoria  Street,  on  the  Saturday  afternoon  of  March  9th,  1907. 
Five  fire  fighters  were  injured  at  this  blaze.  When  the  floors  of  the  building  caved  in  causing 
the  bricks  of  the  walls  to  become  loose  and  come  hurtling  down  on  all  sides. 

THE  INJURED  MEN 

Captains  Wm.  Crawford  and  Smith,  Lieut.  "Sandy"  A.  Deans  and  Firemen  Thos.  Spence 
and  Joseph  Waterman  were  injured  when  struck  by  some  of  the  falling  bricks.  None  of  the  other 
men  luckily  were  hurt.    The  blaze  was  fought  for  an  hour  and  a  half  by  all  the  firemen  on  the 


TORONTO  PLATE  GLASS  CO.,  MARCH  9th,  1907. 

force,  a  general  alarm  having  been  rung  in.  The  police  and  firemen  were  forced  to  make  a 
hasty  retreat,  the  police  using  their  batons  to  force  the  crowd  back  when  the  walls  began  bulging 
and  falling  gradually.  Over  100  persons  were  jobless  while  the  extent  of  the  damage  was  placed 
at  $165,000.  The  water  pressure  was  very  poor  and  much  complained  of.  At  the  best  the 
pressure  was  but  fair. 

The  next  blaze  occurred  again  on  the  Saturday  afternoon  of  May  4th  when  the  Knox  manu- 
facturing plant,  on  Wellington  Street  East,  was  gutted,  as  was  the  Beal  Brothers  firm  and  C. 
Kloepfer.  The  blaze  here  was  fanned  by  a  strong  wind.  As  before  the  floors  caved  in  quickly. 
This  blaze  was  also  a  general  alarm. 

FERRY  BOAT  BURNED 

Tuesday,  August  6th,  ended  the  career  of  the  Ferry  "Shamrock."  Fire  consumed  the  25 
year  old  boat  when  the  docks  at  the  foot  of  Scott  Street  caught  fire  destroying  the  boat  sheds 
and  the  boat.  The  firemen  ran  great  risks  to  get  at  the  blaze.  The  "Nellie  Bly,"  the  fire  boat, 
was  very  conspicuous  by  its  absence. 

STEAMER  ABLAZE— TWO  BURNED 

On  Saturday  once  more,  September  21st,  a  blaze  broke  out  which  cost  two  lives,  destroyed 
a  steamer  and  did  $75,000  damage.    Miss  Minnie  Hatch  of  Montreal,  a  young  girl,  and  George 


.Tri'.Mii.'.MI,:1!!;. 'Mh.-'ll.  lih.ili:         ill-  ill  ;l,  .1'  Mir     ,i:  ..L         !i:  ^li,  .,1.  :;IM  II!  .1  IIM.II!  !!!.  III.  MM  Mi  -.1!'  Mlh'!!!!.'  Mil;  :  -  -il:  lili.M:   i  ,  M :  1 1 1 !  - 1 1 


44 


||lllllllllll!llllllllll!llllllilllllllllllllllllll^ 


Kelskie,  one  of  the  boat  crew  lost  their  lives  when  fire  consumed  the  steamer  "Picton"  in  its 
slip  at  the  foot  of  Scott  Street.  Kelskie  was  burned  when  he  refused  to  run  from  the  boat  with- 
out warning  a  mate  and  an  engineer  down  below.  The  fire  burned  but  half  an  hour.  All  other 
passengers  were  rescued  but  many  were  scorched.  The  steamer  carried  a  cargo  of  boots,  shoes 
and  dry  goods  and  was  bound  for  Kingston,  Montreal  and  Brockville.  The  fire  tug  at  this 
blaze  did  excellent  and  commendable  work. 

The  fifth  blaze — again  on  a  Saturday — broke  out  in  buildings  on  72-74-76  and  78  Bay 
Street,  consumed  much  goods  and  damaged  the  four  buildings  to  the  extent  of  $103,000.  There 
was  nothing  spectacular  about  the  blaze. 

YEAR'S  LAST  GENERAL  ALARM 

Eight  buildings  were  gutted,  while  three  homes  were  laid  in  ruins  causing  three  families  to 
go  homeless  on  a  cold,  wintry  night  when  fire  broke  out  in  the  Elliott  Paper  Box  Factory,  spread- 
ing so  rapidly  that  the  firemen  were  unable  to  stop  its  progress  for  some  time,  throwing  200 
persons  out  of  work  and  causing  an  estimated  loss  of  $165,000  damage.  People  were  forced 
to  flee  from  their  warm  beds  to  the  cold,  snowy  night.  The  blaze  illuminated  the  skies  for 
some  distance  around  and  threw  many  a  family  into  a  near  panic.  The  blaze  caused  a  general 
alarm  to  be  turned  in  and  the  six  steamers  did  excel  themselves. 

INJURED  BATTLING  FLAMES 

The  last  fire  of  the  year  happened  once  more  on  a  Saturday  afternoon.  It  broke  out  in  the 
George  Hees,  Son  and  Co.  factory,  at  52  Bay  Street,  and  a  third  alarm  had  to  be  turned  in. 
Three  firemen  were  injured  here  while  the  damage  caused  was  placed  at  $98,000.  For  two 
hours  the  firemen  battled  the  blaze  before  bringing  it  under  control.  The  men  injured  were 
Lieuts.  Wm.  Davidson  and  C.  Gordon,  and  Fireman  Guinane.  Again  much  complaint  was 
heard  about  bad  pressure. 

The  loss  for  the  year  ran  $1,200,000,  while  1,061  alarms  were  answered.  The  strength  of 
the  department  was  raised  to  236. 

BETTER  WATER  SYSTEM 

Greater  progress  was  made  in  1908  with  the  perfecting  of  a  better  water  system,  known  as  the 
High  Pressure  System.  This  was  due  to  the  number  of  large  fires  that  had  broken  out  in  previous 
years,  the  complaints  received  by  the  city  over  poor  water  pressure  or  lack  of  water  at  great 
fires,  and  the  heavy  losses  suffered.  The  system  was  not  used  however  until  the  end  of  the  year. 
A  broken  valve  in  one  of  the  turbines  when  it  was  about  ready  in  May,  1908,  resulted  in  the 
system  not  being  used  for  many  months. 

There  were  five  fires  of  some  consequence  that  broke  out  during  the  year,  while  the  total 
loss  for  1908  was  $1,100,000.    Almost  1,000  alarms  were  answered. 

NEW  HEADQUARTERS  BUILT  1909 

A  new  headquarters  was  sought  by  the  department  and  the  fine  large  hall  on  Adelaide  Street 
West,  near  York  Street,  was  finally  decided  on,  with  an  office  building  attached.  The  hall  has 
accommodation  for  six  pieces  of  apparatus. 

The  first  large  blaze  broke  out  early  in  the  year,  January  13th,  in  the  Rawlinson  Storage 
Warehouse,  on  St.  Joseph  Street,  consuming  a  new  building  and  furniture  valued  at  $400,000. 
Many  firemen  were  overcome  by  smoke  and  fumes,  Andrew  Ferguson  going  under  while  stand- 
ing on  the  ladder  rungs.  The  rungs  alone  held  him.  Here  again  the  water  pressure  was  much 
complained  of.    It  took  three  hours  to  bring  the  blaze  under  control. 

FIRE  TRUCK  KILLS  WOMAN 

The  second  conflagration  broke  out  on  April  21st  when  the  G.T.R.  grain  elevator  at  the 
wharf  at  the  foot  of  Brock  Avenue  was  destroyed.  For  three  hours  the  fire  was  battled  while 
20,000  bushels  of  grain  was  consumed.  A  sad  incident,  a  result  of  the  blaze,  was  the  death  of 
Mrs.  Scott,  of  Defoe  Street,  when  she  was  run  down  by  No.  9  Hose  wagon  at  Tecumseh  and 
Queen  Streets  while  they  were  answering  the  alarm.  No  blame  was  attached  to  the  crew. 
The  damage  was  placed  at  $84,000. 

Breaking  out  a  second  time,  after  the  first  blaze  of  slight  damage  had  been  extinguished, 
fire  of  mysterious  origin  destroyed  the  J.  J.  Zock  Block,  296  Adelaide  Street  West,  doing  $200,000 
damage  and  throwing  nearly  200  persons  out  of  employment.    The  blaze  occurred  on  May  2nd. 
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A  general  alarm  had  to  be  turned  in  while  the  firemen  were  given  the  battle  of  their  lives  to 
prevent  the  fire  spreading. 

Damage  estimated  at  $166,000  was  done  to  the  Rice  Lewis  &  Son  building,  Victoria  Street, 
by  fire  of  unknown  origin,  on  August  30th.  This  was  the  fourth  large  fire  which  caused  the 
loss  to  run  high. 

The  fifth  and  last  fire  originated  in  the  H.  B.  Johnston  Tannery,  137  Front  Street,  doing 
$100,000  damage  and  injuring  two  firemen,  Mat  McCartney  and  Wm.  Tolchard.  The  night 
watchman  was  also  burned.    This  last  blaze  occurred  on  September  10th. 

HIGH  PRESSURE  INSTALLED 

The  installation  of  the  High  Pressure  System  was  commenced  in  the  early  months  of  the 
year,  but  not  put  to  use  until  the  latter  months.  It  proved  very  effective,  giving  a  great  pressure 
and  more  water  than  could  be  used  at  a  fire.  It  covered  an  area  of  300  acres,  spreading  over 
the  most  valuable  mercantile  sections  of  the  city. 

The  system  covered  the  area  between  the  following  borders:  Church  Street  on  the  east  to 
John  Street  on  the  west,  while  it  extended  from  Lake  Street  on  the  south  to  slightly  north  of 
the  City  Hall.  This  area  also  has  the  ordinary  domestic  water  system,  with  hydrants  about 
300  feet  apart.  The  hydrant  pressure  on  the  domestic  system  in  the  High  Pressure  area  ranges 
from  74  to  92  pounds.  The  standing  pressure  on  the  high  pressure  system  when  pumps  are  not 
operating  is  the  same  as  the  ordinary  domestic  system. 

HOW  IT  WORKS 

On  receipt  of  an  alarm  from  any  box  within  the  high  pressure  area  one  of  the  high  pressure 
pumps  is  immediately  started  and  a  pumping  pressure  of  150  pounds  is  maintained.  Pump 
pressure  is  increased  in  stages  of  50  pounds  on  receipt  of  code  signals  sent  in  from  special 
street  boxes  and  received  on  a  specially  contrived  gong  in  the  High  Pressure  pumping  room 
connected  to  a  punch  register  in  the  fire  alarm  signal  building  and  pump  room.  By  use  of  suc- 
cessive signals  a  maximum  pump  pressure  of  300  pounds  may  be  obtained. 

WATER  DIRECT  FROM  BAY 

The  water  supply  is  obtained  directly  from  the  Toronto  Bay  by  the  High  Pressure  pumps 
in  the  main  pumping  station  on  John  Street.  From  a  new  slip  which  is  to  the  south  of  the 
station,  a  reinforced  concrete  conduit,  four  feet  wide  and  three  feet  six  inches  deep,  supported 
on  pillars,  extends  towards  the  station  to  an  intersection  tank,  a  distance  of  about  900  feet. 
The  invert  near  the  outer  end  of  this  conduit  is  about  six  feet  below  the  lake  level,  but  through 
the  cube  forming  the  face  of  the  slip  the  conduit  is  lowered  so  that  the  inlet  is  about  nine  feet 
below  the  lake  level.  From  the  intersection  tank  a  36  inch  diameter  cast-iron  pipe,  about  320 
feet  long,  extends  to  the  suction  tank  at  the  pumping  station.  There  is  an  old  48  inch  steel 
conduit  which  formerly  conveyed  supply  for  domestic  purposes  from  Hanlan's  Point  across  the 
Bay  to  the  main  pumping  station.  This  has  been  cut  at  a  point  a  short  distance  away  from  the 
pumping  station  forming  a  duplicate  source  of  supply  to  the  High  Pressure  pump.  This  conduit 
extends  to  the  suction  tank,  is  what  is  known  as  the  old  centrifugal  pump  room,  a  distance  of 
about  1,750  feet;  a  gate  valve  on  the  conduit  near  the  tank  is  permanently  closed  to  prevent 
water  from  the  Bay  entering  the  domestic  system. 

WHERE  PUMPS  DRAW  SUPPLY 

In  the  basement  of  the  High  Pressure  pump  room  a  30  inch  pipe  with  gate  valve  connects 
the  48  inch  conduit  to  the  High  Pressure  suction  tank,  which  is  located  in  the  basement  under 
the  High  Pressure  pump  room.  It  is  of  steel  construction,  42  feet  long,  five  feet  wide  and  12 
feet  deep.    Each  pump  draws  its  supply  from  this  tank  through  separate  14  inch  pipes. 

STEAM,  TURBINE  DRIVER  PUMPS 

The  pumps  are  two  steam,  turbine  driven,  centrifugal  units,  each  having  a  rated  capacity 
of  5,000,000  imperial  gallons  per  24  hours  against  a  head  of  300  pounds.  These  two  stage 
McDugall  pumps  are  directly  connected  to  a  Westinghouse  Parsons,  multiple  stage  type,  im- 
pulse steam  turbine,  condensing  1500  H.P. 

The  supply  main  from  the  pump  is  cast  iron,  20  inches  diameter  and  is  laid  east  on  Lake 
Street,  from  John  to  Bay  Street,  and  north  on  Bay  to  Front  Street,  where  the  distribution  com- 
mences, the  length  of  the  main  to  this  point  being  about  4,400  feet.    The  20  inch  main  is  con- 
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Men  Killed  or  Died  from  Injuries  Received  at  Fires 


!■ — James  Kerr,  accidentally  thrown  from  hose  wagon,  responding  to  a  call,  Sept.  30th,  1013.  2 — James  Warrex 
Johnston,  accidentally  thrown  from  motor  pump,  responding  to  alarm,  May  24th,  1913.  3 — Robert  Bowery, 
killed  at  Globe  Fire,  Jan.  6th,  1895.  4— J.  G.  Bertram,  killed  on  Richmond  St.  by  steamer,  Dec.  13th,  1896.  5— 
Thomas  Deacon,  killed  at  Hee's  Fire,  April  1st,  1898.  6 — Thomas  Everist,  killed  at  Yonge  and  Maitland  Sts., 
April  24th,  1890.  7 — Alfred  Potter,  died  from  effects  of  acid  fumes  inhaled  at  a  fire,  Feb.  17th,  1904.  8 — Albert 
Gilbert,  killed  at  the  corner  of  Parliament  and  Sydenham  Sts.,  July  16th,  1884. 
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tinued  north  on  Bay  to  Queen,  the  total  length  being  6,500  feet.  This  main  is  the  centre  of  the 
system.  The  distribution  system  is  moderately  well  gridironed  and  consists  of  12  inch  and  six 
inch  mains,  all  of  which  are  connected  at  intersections.  The  total  length  of  mains  is  40,770 
feet.  There  are  290  gate  valves,  12  on  the  20  inch  main  and  69  on  the  12  inch  main,  while  the 
eight  inch  main  has  64  and  146  on  the  eight  inch  connection  from  mains  to  hydrants.  There 
are  146  hydrants,  ranging  from  130  to  400  feet  apart. 

THREE  MORE  HALLS  ERECTED,  1909 

Three  fire  halls  were  added  to  the  nineteen  already  existing,  while  the  strength  of  the  force 
was  raised  to  262,  a  jump  of  28  men.  The  halls  were  placed  at  Keele,  near  Dundas  Street;  on 
Ford  Street,  near  Connolly  Street;  and  at  Main,  near  Swanwick.  The  number  of  district 
Chiefs  was  raised  to  four,  three  new  ones  being  made.  This  was  the  first  move  in  this 
direction  since  1895. 

Of  fires,  1909  had  its  share,  having  an  average  of  one  every  four  months.  The  Rudd  Paper 
Box  Company  was  the  first  fire  of  the  year  that  spread  to  any  size.  The  Rudd  building  at  Scott 
Street  and  the  Esplanade  was  entirely  destroyed  and  with  it  two  other  buildings.  A  general 
alarm  was  turned  in  26  minutes  after  the  first  box.  Fireman  W.  Weir,  of  Lombard  Street  aerial, 
had  his  arm  broken  while  fighting  the  blaze.  This  was  the  first  blaze  where  the  high  pressure 
was  used,  four  great  streams  of  300  pounds  pressure  being  brought  to  play  on  the  blaze. 

HANLAN'S  POINT  WIPED  OUT 

Hanlan's  Point  was  the  next  to  suffer  through  fire,  and  it  was  almost  entirely  wiped  out 
on  August  10th.  One  fatality  occurred  as  a  result  of  the  blaze,  while  seventeen  buildings  were 
gutted. 

The  Island  fire  protection  was  entirely  inadequate  to  fight  the  blaze,  while  the  steamers 
waited  in  vain  for  hours  for  a  scow  to  enable  them  to  cross  the  Toronto  Bay,  while  the  fire  spread 
rapidly  from  wooden  constructure  to  flimsy  amusement  buildings.  The  Island  residents  had 
good  cause  to  seek  to  put  the  blame  on  someone's  shoulders. 

WOMAN  BURNED  TO  DEATH 

Miss  Clara  Andrews,  of  Cobourg,  cashier  in  the  Figure  "8"  amusement  was  burned  at  her 
desk  when  the  fire  breaking  out  in  the  Gem  Theatre  spread  with  incredible  rapidity.  The  fire 
extinguishers  used  by  the  reels  that  did  get  over  to  the  Island  were  unable  to  stop  it.  For  many 
hours  the  blaze  burned  destroying  all  irt  its  .path.  It  left  the  Island  bare.  The  property  loss 
was  said  to  be  $200,000. 

PARLIAMENT  BUILDINGS  BURN 

Premier  Whitney  himself  turned  in  the  alarm  to  the  last  blaze  when  the  Parliament  building 
west  wing  went  up  in  fire  and  smoke  on  September  1st.  Over  100,000  books  from  the  invaluable 
library  of  the  buildings  were  destroyed.  The  loss  was  placed  at  $300,000,  while  many  pictures 
■of  great  value  were  rescued  only  through  the  daring  of  many  of  the  house  members  and  the 
firemen.  Four  engines  pumped  the  water  at  the  blaze.  A  demand  for  two  more  steamers  was 
sent  in  by  Chief  Thompson. 

ANOTHER  "STEAMER"  BOUGHT 

Early  in  1910,  without  much  delay,  one  of  the  two  steamers  asked  for  was  delivered.  On 
February  18th  a  Waterous  steamer  pumping  750  pounds,  drawn  by  two  horses,  was  bought, 
and  it  was  in  November  when  the  second  steamer  was  bought,  of  the  same  size  and  same  pumping 
capacity.  Although  the  number  of  alarms  answered  during  the  year  was  the  highest  ever  re- 
corded the  damage  was  the  lowest  average  per  alarm  on  record.  The  loss  was  put  at  $260,000 
for  the  year,  while  1,267  alarms  were  responded  to.  The  number  of  men  again  increased  by 
fifteen,  bringing  the  total  to  277. 

FIRST  MOTOR  ON  DEPT. 

The  first  step  towards  motorizing  the  department,  arid  incidentally  the  step  which  marked 
the  doom  of  "Dobbins,"  was  taken  during  1911.  One  motor,  a  chemical-hose  combination 
engine,  was  purchased  on  October  18th,  while  three  more  new  halls  were  built,  bringing  the  total 
number  of  stations  to  twenty-five  and  the  number  of  men  raised  by  nineteen.  '  The  halls  were 
situated  on  Howland  Avenue,  near  Dupont  Street;  on  Balmoral  Avenue;  and  on  Hendrick, 
near  St.  Clair  Avenue.  This  necessitated  the  making  of  two  more  district  chiefs,  bringing 
the  total  to  6  district  chiefs. 
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The  first  motor  combination  of  chemical  and  hose  was  placed  in  College  and  Bellevue  hall 
to  do  duty.  It  carried  1,000  feet  of  hose,  200  feet  of  chemical  hose  and  tank,  and  also  two 
ladders.  So  pleased  was  the  council  with  the  performance  of  the  motor,  as  well  as  the  depart- 
ment being  pleased,  that  two  more  motors  were  ordered  for  the  next  year.  It  was  a  novelty  to 
the  department,  but  of  the  worth  while  type.  A  hook  and  ladder  truck  was  also  purchased 
during  the  year.    It  was  horse-drawn. 

TO  MOTORIZE  FORCE 

The  motorizing  of  the  department  was  continued  during  1912,  and  with  the  coming  of  each 
motor  the  number  of  horses  on  the  department  slowly  decreased.  Two  motor  apparatus  were 
purchased  during  the  year  and  an  extra  hook  and  ladder  wagon.  On  December  27th  two  com- 
bination trucks — chemical  and  hose — each  carrying  1,200  feet  of  hose,  and  200  feet  of  chemical 
hose  with  tank.  One  was  placed  in  Ossington  Avenue  fire  hall — then  known  as  the  "Lower 
Dundas" — and  the  other  one  did  duty  from  Yorkville  Avenue  station.  The  hook  and  ladder 
wagon  was  bought  on  September  7  th. 

CONTINUE  TO  BUILD  HALLS 

The  building  of  more  fire  halls  was  carried  on  during  this  year,  two  more  being  added.  They 
were  built  on  Greenwood  Avenue  and  at  Earlscourt  and  Ascot  Avenues.  There  were  but  three 
large  fires  that  broke  out  during  the  year  but  the  damage  ran  high.  The  fire  loss  at  the  end  of 
the  twelve  months  was  $1,112,484,  and  the  runs  numbered  1,670,  and  average  loss  per  blaze  of 
approximately  $425.    No  more  men  were  taken  on  this  year. 

Fires  started  in  bright  and  early  during  1912.  The  first  blaze  broke  out  on  January  19th 
at  the  Allen  Manufacturing  Company,  Simcoe  Street,  spreading  to  adjoining  buildings  occupied 
by  R.  D.  Fairburn  and  the  Swiss  Laundry.  The  three  buildings  were  razed,  550  workers  thrown 
out  on  the  unemployment  lists,  and  an  approximate  loss  of  $250,000  suffered. 

The  second  alarm  followed  one  minute  after  the  first  box  was  pulled  while  the  general  alarm 
was  put  in  nine  minutes  after  the  second.  The  injured  firemen  were  E.  Courtney,  leg  broken; 
W.  H.  Hawkes,  back  injured,  and  J.  Roche,  leg  injured. 

FIREMEN  INJURED  BY  HIGH  PRESSURE 

The  men  were  injured  while  they  were  moving  a  high  pressure  hose  line  from  one  position 
to  another.  The  pressure  came  on  before  they  were  able  to  secure  a  firm  hold  on  the  hose  and 
the  force  coming  as  suddenly  as  it  did  lifted  the  firemen  off  their  feet  and  threw  them  some 
distance.  Four  hours  after  it  broke  out  it  was  under  control.  High  pressure  and  the  steam 
engines  did  splendid  service  and  saved  many  more  neighboring  buildings. 

The  scene  during  the  blaze  became  very  picturesque.  The  severe  cold  froze  the  dripping 
wires  overhead,  forming  icicles  and  making  the  scene  a  pretty  picture.  Hundreds  of  thousands 
of  gallons  of  water  were  used  to  drown  out  the  blaze.    The  blaze  broke  out  in  the  Allen  building. 

T.S.R.  BUILDINGS  GUTTED 

Six  firms  suffered  severe  loss  from  water  and  fire  when  a  blaze  broke  out  in  the  Toronto 
Street  Railway  Company  buildings,  King  Street  East,  on  March  25th,  1912,  and  destroyed 
the  business  buildings  of  the  T.S.R.,  Marshall  Sanitary  Mattress  Works,  Hays  Manufacturing 
Company,  Gendron  Manufacturing  Company,  Laidlaw  Lumber  Yards,  and  many  other  smaller 
buildings,  causing  a  loss  of  $450,000.  This  blaze  was  also  a  general  alarm,  and  as  spectacular 
as  the  previous  one.  The  firemen  took  many  risks,  and  used  the  overhead  wires  to  lay  their 
hose  across  to  reach  upper  regions  of  the  buildings  and  to  keep  the  hose  off  the  car  tracks.  It 
proved  a  losing  battle  from  the  first  but  the  firemen  gamely  fought  the  blaze  for  over  two  hours 
before  conquering  it. 

WILSON'S  SUFFER  NEXT 

H.  A.  Wilson's  sporting  good  store,  297  Yonge  Street,  was  the  next  and  last  firm  to  suffer 
any  heavy  fire  damage.    At  this  blaze,  which  was  of  unknown  origin,  four  miles  of  hose  repre- 
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senting  21  lines  of  water  were  used  to  drown  out  the  flames,  which  spread  very  rapid  throughout 
the  building.  It  took  the  firemen  some  time  to  extinguish  it.  Only  by  dint  of  putting  them- 
selves to  a  severe  strain  were  the  fire  fighters  able  to  confine  the  fire  to  the  one  firm.  The  damage 
was  said  to  be  around  $50,000. 

STRENGTH  OF  DEPT.  IN  1913 

During  1913  things  remained  at  a  standstill.  On  the  department  at  this  time  were  338 
firemen,  of  which  six  were  district  chiefs.  There  were  120  horses  and  27  fire  halls,  55  wagons, 
trucks  and  engines  all  told  in  use,  while  the  department  owned  21  sleighs,  seldom  used.  Three 
other  wagons  remained  on  the  reserve  list.  One  hook  and  ladder  four-wheeled  wagon  was  an 
addition  during  the  year.  On  the  alarm  system,  392  fire  alarm  boxes  were  on  as  many  city 
street  poles. 

One  fireman  was  killed.  He  was  James  Kerr,  pipeman  on  No.  25  Hose  wagon;  thrown 
from  his  perch  on  the  wagon  while  responding  to  an  alarm  on  September  30th.  There  were 
four  fires  of  some  consequence  and  loss. 

PARKDALE  C.C.  FIRE 

On  February  8th,  1913,  the  fire  broke  out  in  the  Parkdale  Canoe  Club,  gutting  the  beautiful, 
cosy  quarters,  and  sending  up  in  smoke  and  ashes  all  water  craft  stored  in  the  boat  houses.  For 
four  hours  the  firemen  battled  the  blaze.  For  a  time  the  Sunnyside  Orphanage  was  threatened 
by  flying  sparks.    The  damage  caused  was  $16,000. 

The  biggest  fire  of  the  year  broke  out  during  the  hot  summer  month  of  June.  On  the 
sixteenth,  Wickett  and  Craig,  on  Cypress  Street,  tanners,  went  up  in  smoke  and  "flame,  believed 
to  have  been  caused  by  defective  wiring.    The  damage  was  estimated  at  $350,000. 

About  two  hundred  firemen  fought  this  blaze  with  30  streams  of  water,  saving  forty  horses 
from  being  burned  when  their  lives  were  endangered  through  falling  machinery  which  was  con- 
tinually caving  in  with  the  weakened  floors.  The  blaze  got  a  good  start  before  the  firemen  were 
called,  and  the  building  was  razed.    Employes  to  the  number  of  120  were  jobless. 

CREAN  FIRE  A  GENERAL  ALARM 

The  third  blaze  was  the  Crean  Hat  Factory  on  Balmuto  Street.  This  was  August  2nd. 
The  fire  started  in  the  felt  department  and  spread  over  the  entire  building  with  such  rapidity 
that  a  general  alarm  was  turned  in  without  a  second  following  the  first  box.  The  fire  just  licked 
up  the  walls  of  the  building  and  then  spread  to  the  residential  quarters  that  adjoined  the  doomed 
building.  Despite  all  the  firemen  could  do,  and  did,  to  prevent  the  blaze  spreading,  ten  houses 
occupied  as  dwellings,  were  burned  to  the  ground,  forcing  the  families  to  flee  and  seek  other 
quarters.  Many  of  the  fire  fighters  were  overcome  but  no  one  was  injured.  The  damage  caused 
was  placed  at  $176,000  to  factory  and  houses. 

EXHIBITION  BUILDINGS  RAZED 

One  day  later,  August  3rd,  with  the  exhibition  but  three  weeks  away,  fire  broke  out  in  the 
sheep  sheds  and  poultry  buildings  of  the  Canadian  National  Exhibition,  in  the  grounds  and 
burned  the  buildings  to  the  ground  level. 

The  alarm  was  very  late  in  coming  in,  but  this  was  not  the  fault  of  anyone,  rather  an  accident. 
The  keys  to  the  fire  boxes  had  been  removed  from  the  three  boxes  in  the  grounds  in  an  effort  to 
beat  the  person  or  persons  who  were  continually  sending  in  false  alarms.  When  a  real  blaze 
broke  out  one  had  to  run  some  distance  to  reach  a  phone  or  box.  The  loss  to  the  buildings  was 
$5,500. 

MANY  FIRES  IN  1914 

1914 — a  year  to  be  remembered  for  generation  and  generation  following,  the  year  of  "The 
Great  World  War" — was  one  of  many  large  fires  here,  and  one  attended  by  heavy  loss  of  life 
through  fires.  It  was  the  year  of  the  Woodbine  Hotel  fire,  when  six  lives  were  given  up  to  the 
flames.  There  were  seven  other  fires  of  great  loss  during  the  year.  Taking  all  in  all  it  was  a 
year  long  to  be  remembered. 
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January  20th  marked  the  beginning  of  the  fires.  The  J.  W.  Hewetson  Co.,  Ltd.,  building 
ignited  and  the  entire  interior  with  contents  gutted.  The  terriffic  gale  that  blew  with  the  cold 
snap  cut  the  heads  of  the  streams  off,  making  it  impossible  to  obtain  a  high  stream.  There  was 
plenty  of  water  however.  ■  The  building  is  situated  at  88  Terauley,  and  about  $50,000  worth  of 
goods  lost.    It  was  not  a  spectacular  blaze,  as  it  was  an  inside  fire. 

Five  firms  were  wiped  out  with  an  aggregate  loss  of  $170,000  when  fire  broke  out  in  the 
Long  Co.,  and  spread  to  other  firms  in  the  building  at  583  Richmond  Street  West  on  February 
25th,  throwing  300  persons  out  of  work.  The  cause  of  the  blaze  was  unknown,  and  it  was  a 
general  alarm.  It  was  very  spectacular,  and  the  reflection  was  seen  for  some  miles  around. 
The  firms  that  suffered  loss  were :  Independent  Cloak  Company ,  Beaver  Shirt  and  Suspender 
Company,  Monarch  Clothing  and  the  L.  Freifield  Fur  Company.  A  large  crowd  watched  the 
g  blaze. 

RUDD  PAPER  BOX  BLAZE 

The  next  general  alarm  answered  the  Rudd  Box  Factory  and  the  Crean  Hat  Factory,  at 
785-787  King  Street  West.  The  second  time  to  be  wiped  out  by  fire  the  Crean  Hat  Company 
suffered  once  more  a  heavy  loss.    The  previous  fire  occurred  in  their  Balmuto  Street  factory. 

The  blaze  broke  out  in  the  G.  A.  Rudd  premises  and  within  a  very  short  while  the  roof  and 
floors  began  caving  in.    For  a  while  it  looked  as  though  the  walls  would  fall  but  they  withstood 
g        the  water  and  fire.    Through  this  blaze  105  persons  were  out  of  employment,  while  the  loss 
3        amounted  to  $60,000  approximately. 

About  $55,000  damage  was  caused  to  the  R.  Laidlaw  Lumber  Company,  Eastern  Avenue 
and  St.  Lawrence  Street,  when  fire,  originating  from  a  spark  coming  from  a  picker  machine, 
broke  out  on  March  16th.  The  planing  mill  burned  as  only  shavings  and  lumber  could  be 
expected  to  burn.  At  the  risk  of  their  lives  the  firemen  rescued  the  horses  in  the  stables.  The 
blaze  broke  out  in  the  engine  room,  and  by  good  work  the  firemen  confined  it  to  that  building. 
1        For  a  while  it  did  look  as  though  the  blaze  would  spread. 

WOODBINE  HOTEL,  FATAL  FIRE 

The  Woodbine  Hotel — just  mention  the  name  to  a  few  Americans,  or  even  some  Toron- 
tonians,  and  one  will  see  a  shudder  pass  through  their  bodies.    And  in  truth  it  would  be  hard  to 
P  suppress. 

On  March  17th,  breaking  out  in  several  different  places  at  one  time,  fires  destroyed  the 
Woodbine  Hotel,  102  King  Street  West,  and  with  it  took  toll  from  the  guests  to  the  extent  of 
six  lives.  Heroic  deeds  were  many,  even  to  the  extent  of  two  men  giving  their  lives  to  save  that 
of  a  thoroughbred  boston-bull  dog,  "Dainty."  jj 

VICTIMS  OF  THE  BLAZE 

The  victims  of  the  blaze  were:  Max  Cohen,  F.  Levenson,  Chas.  Wilmott,  John  Graham, 
Charles  Thurston  and  Edmond  Giles.    They  were  from  New  York,  Belleville  and  London. 

Trapped  on  the  upper  floors  of  the  building  the  guests  became  panic  stricken  when  the  first 
alarm  was  sounded.    Running  hither  and  thither,  attired  in  their  night  clothes,  many  looked 
for  fire  escapes,  and  in  their  hurry  were  unable  to  find  these,  turned  then  to  look  longingly  at 
m        open  windows. 

Edmond  Giles,  one  of  the  victims,  was  amongst  these  running  almost  panic  stricken.  Un- 
able to  see  a  fire  escape  he  turned  to  a  window  and  from  the  third  floor  took  a  leap  to  safety. 
But  it  was  anything  but  that.  It  was  a  fatal  leap.  His  body  and  limbs  were  paralyzed  from  the 
force  of  impact  with  the  pavement.    He  died  soon  after  in  a  hospital. 

Rescue  work  continued  through  all  night.    Firemen  worked  like  trojans  and  did  splendid 
work.    The  general  alarm  brought  every  available  man  and  piece  of  apparatus,  while  the  water 
1        pressure  was  called  upon  as  never  before.  J 

RECOVER  CHARRED  BODIES 

Three  bodies,  charred  beyond  recognition,  were  later  found  amongst  the  ruins,  while  thou- 
sands of  dollars  in  money,  gold,  jewellery  and  other  valuable  were  scattered  about  the  floors. 
The  police  formed  a  close  cordon  and  allowed  no  one  in. 
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While  the  scene  presented  during  the  blaze  was  a  heart-rending  one,  one  scene  was  enacted 
that  despite  the  seriousness  of  the  situation  caused  many  to  smile  or  laugh.  A  man  breaking 
through  the  police  lines  caught  up  a  rubber  coat  and  aided  the  firemen  in  the  building.  It  was 
noticed  that  he  aided  those  nearest  the  bar  room.  Each  time  he  went  in  he  apparently  came 
out  looking  a  little  more  frisky,  and  a  trifle  more  unsteady.  It  was  thought  the  smoke  and 
fumes  were^the  cause.  Finally,  after  a  dozen  trips  inside  he  came  out  entirely  exhausted  and 
leaned  on" a  "Bluecoat's"  friendly  arm.  His  breath  was  rank  with  whiskey,  and  the  end  of  his 
perfect  day  finished  in  the  cells.  This  was  the  beginning  of  a  rush  of  many  to  the  bar.  The 
police  used  their  batons  to  clear  the  bar-room  and  keep  it  so. 

The  loss  to  the  entire  building  and  property  was  estimated  at  $125,000.  A  seventh  man 
was  reported  missing.  He  was  W.  Jeffery.  Whether  he  was  ever  found  or  not  is  unknown. 
He  went  down  on  the  lists  and  records  as  dead. 


ALLEN  FIRE— MEN  OVERCOME 

The  fourth  blaze  to  break  out  within  ten  days  occurred  when  the  Allen  Manufacturing 
building,  Simcoe  Street,  ignited  for  the  second  time  within  a  year.  Caused  by  overheated  steam 
pipes,  the  blaze  did  $100,000  damage  to  the  Allen  Company,  Swiss  Laundry  and  Fairburn  Manu- 
facturing Company.  Smoke  gave  the  alarm.  The  blaze  started  on  the  top  floor.  Firemen 
Dan  Follis,  of  Adelaide  Street  West  Station,  was  overcome  by  smoke  and  had  to  receive  medical 
treatment.    This  time  120  were  thrown  out  of  their  jobs. 

YEAR'S  LAST  FIRES 

While  England  was  talking  war,  warning  Germany  not  to  cross  through  Belgium — April 
4th — the  next  fire  broke  out.  H.  B.  Johnston's  tannery  at  River  and  Wilton  Streets,  for  the 
second  time  within  a  year,  were  the  next  sufferers,  and,  incidentally,  the  next  general  alarm 
turned  in.  The  blaze  burned  fast  and  furious  but  the  splendid  work  of  the  firemen  saved  the 
building  and  heavier  loss.    The  damage,  $45,000,  was  comparatively  light. 

Two  weeks  later — with  war  already  declared  and  many  firemen  on  the  job  seriously  thinking 
of  enlisting,  the  last  blaze  of  the  year  destroyed  Fairweather's,  Ltd.,  84  Yonge  Street,  to  the 
extent  of  $20,000.  It  was  struck  by  lightning.  The  firemen  did  good  work  in  saving  the  building 
but  the  contents  suffered  most. 

This  finished  the  series  of  fires  for  1914 — a  year  that  remains  a  "sore"  memory.  It  will  be 
noticed  the  coincidence  of  fires  breaking  out  in  three  firms  for  the  second  time  in  a  year.  The 
addition  to  the  department  during  the  year  were  30  more  new  men  and  one  more  piece  of  motor 
apparatus.  This  was  another  combination  truck  of  chemical  hose.  The  number  of  alarms 
answered  for  the  year  were  2,569,  while  $1,414,663  was  the  loss  suffered. 

CHIEF  THOMPSON  RESIGNS 

Perhaps  the  most  active  year  of  the  Fire  Department  was  that  of  1915.  To  start  with. 
Chief  John  Thompson  handed  in  his  resignation  at  the  beginning  of  the  year  and  retired  in  April , 
1915.  Chief  since  November,  1899,  he  was  well  liked  by  his  men  and  tried  to  mete  out  justice 
to  all  complaints  handed  in  by  either  civilians  or  his  men.  During  his  term  as  chief  he  killed 
the  attempt  of  the  firemen  to  form  a  Union  of  their  own.  He  could  not  see  the  justice  of  it  and 
would  not  allow  his  men  to  be  union  men.  That  this  was  finally  brought  about  showed  how 
determined  the  men  were  and  the  strength  of  labor  combined. 

During  this  year  also  the  fire  department  took  a  step  toward  the  motorizing  of  the  depart- 
ment that  proved  the  greatest  move  taken  since  four  years  prior  to  this  when  the  first  motor 
truck  was  bought  until  this  date  when  there  are  but  few  horse-drawn  vehicles  running  to  fires. 

DOOM  OF  "STEAM-PUMPERS" 

1915  was  the  year  that  the  fate  of  the  "steam-engine"  pumps  was  sealed.  They  were  fated 
to  be  discarded  one  by  one,  after  twenty  years  of  faithful  and  reliable  service.  Six  motor  appar- 
atus trucks  were  bought  during  the  year,  amongst  them  being  double  combination  motors, 
Service  trucks  and  the  first  motor  pumper  with  chemical  combined. 
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With  the  retiring  of  Chief  Thompson,  District  Chief  William  Smith  filled  the  breach  as 
acting  chief.    He  still  carried  on  the  job  of  replacing  all  horse-drawn  wagons  by  motors. 

The  motor  Service  truck  bought  was  placed  in  Bolton  Avenue  fire  hall  on  February  15th, 
1915,  and  let  out  two  horses.  The  firstmotor  pumper  was  sent  to  College  Street  hall  in  Jan- 
uary, 1915,  but  did  not  at  this  time  replace  a  steamer.  The  "other  four  motor  pieces  were  placed 
in  the  west  and  east  ends  of  the  city. 

FIREMEN  ENLIST  FOR  WAR 

Meanwhile  throughout  the  year  the  firemen  continued  enlisting.  While  the  department 
realized  its  loss  as  many  of  its  best  fire  fighters  were  going  overseas,  it  also  realized  it  was  for 
"King  and  Country"  and  gave  one  and  all  a  hearty  send  off. 

The  men  who  so  willingly  and  daringly  offered  their  lives  for  the  sake  of  humanity  is  listed 
on  the  tablet  which  upon  a  later  date  will  be  placed  in  the  city  hall. 

MOTORS  IMPROVE  ON  HORSES 

That  the  motor  apparatus  was  by  far  an  improvement  over  the  slower  horse-drawn  vehicles 
was  proved  during  the  year  and  the  years  that  followed.  For  while  there  were  second  and 
third  alarm  not  a  general  alarm  came  in  to  break  the  years'  record  since  that  of  the  Woodbine 
Hotel.  The  trucks  were  able  to  move  many  times  faster  than  the  horses,  and  was  ready  for 
action  quicker.  The  fire  loss  for  1915  was  $1,156,300,  a  decrease  of  hundreds  of  thousands  of 
dollars  over  1914,  while  the  alarms  numbered  2,174.  There  were  eight  large  fires,  but  it  will 
be  noticed  none  was  a  general  alarm,  while  in  every  case  the  loss  did  not  reach  any  amount  like 
J        was  lost  during  the  previous  year  at  a  fire. 

RUDD  BOX  SUFFERS  AGAIN 

January  27th,  a  fire  broke  out  in  the  Rudd  Paper  Box  factory,  374  Richmond  Street  West, 
the  second  within  a  year,  causing  an  estimated  loss  of  $75,000  and  the  death  by  suffocation  of 
one  of  the  employes,  R.  Groshaw.  A  cat  was  also  suffocated.  The  blaze  broke  out  in  the 
basement  and  gave  the  firemen  a  tough  fight.    It  took  some  hours  to  stop  the  fire. 

Gunn's  Ltd.  abattoir,  on  St.  Clair  Avenue,  was  the  next  to  suffer  through  fire,  on  March 
19th.    The  blaze  was  of  unknown  origin,  $60,000  damage  being  caused. 

|  LAKESIDE  HOME  BURNED 

The  little  sick  tots  in  the  Lakeside  Home,  at  the  Hanlan's  Point,  were  the  next  visited  by 
fire.  Much  valuable  time  was  lost  when  the  firemen  were  directed  to  the  College  Street  Hospital 
by  a  mistake.  With  lots  of  water  and  good  pressure  the  blaze  was  confined  to  two  buildings, 
and  $50,000  damage  resulted.  The  rescue  work  of  the  firemen,  nurses  and  aides  of  the  hospital 
was  good.  The  hospital  was  immediately  rebuilt  without  delay.  The  blaze  occurred  on  April 
22nd. 

Lightning  caused  the  fourth  blaze  three  days  later.  H.  Greisman,  68  Adelaide  Street  West, 
manufacturer,  was  the  victim.  The  fire  proved  to  be  a  stubborn  and  smokey  one,  and  was  not 
put  out  before  a  third  alarm  had  been  turned  in  and  $95,000  damage  done  to  building  and  contents. 

TORONTO  LOSES  LANDMARK 

Damage  to  the  extent  of  $88,000  was  caused  and  Toronto  lost  one  of  its  landmarks  when 
fire  of  unknown  origin  destroyed  the  Princess  Theatre,  King  Street  West,  on  May  7th.  A 
second  alarm  was  turned  in.    Prompt  response  and  good  work  on  the  part  of  the  firemen  saved 
adjoining  buildings.    The  theatre  was  the  Academy  of  Music  in  1889,  and  before  then  was  a 
J  Continued  on  page  63.  % 
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Members  who  went  Overseas 


Members  who  went  Overseas 


1— J.  Fisher  2— J.  Murdoch  3— W.  L.  .Salter 
4 — W.  H.  Smith  5 — E.  Simpson 

6 — J.  Kirk  7 — G.  Latimer  8 — E.  McDaniels 

9— W.  Hatnbs  10— W.  McGowan 
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WILLIAM  SMITH 

Chief  Toronto  Fire  Department  from  Jan.  12th,  191(5  to  April  30th,  1919. 

Wm.  J.  Smith  was  born  and  bred  in  this  city  and  joined  the  Department  at  the  age  of  19 
years,  on  March  6th,  1876,  just  at  the  time  the  old  volunteer  brigade  was  abandoned,  when 
there  were  only  35  men  and  6  stations  to  the  Department.  Mr.  Smith  has  seen  the  Dept.  grow 
from  a  two  wheel  cart  known  as  "the  jumper,"  which  had  the  habit  of  turning  upside  down 
when  it  struck  any  obstruction  in  the  street  to  the  four  wheel  wagon,  and  finally  to  the  present 
motor  apparatus. 

When  he  first  joined  he  was  attached  to  the  hook  and  ladder  truck  No.  1,  at  the  old  Court 
Street  station,  where  the  present  police  headquarters  are  now  situated. 

On  Feb.,  1887,  he  was  promoted  to  foreman,  which  was  the  same  rank  as  Captain  to-day, 
and  was  attached  to  No.  9  Station,  Dundas  and  Queen  Sts.  In  July  of  1889  he  was  transferred 
to  No.  7  at  Wilton  Ave.,  and  again  on  the  death  of  Chief  Ardagh  was  transferred  to  Lombard 
Street  Station,  where  he  was  placed  in  charge  of  the  salvage,  hook  and  ladder,  and  aerial  truck. 
He  remained  in  this  position  until  he  was  appointed  District  Chief  in  1911,  with  headquarters 
at  No.  4  Berekeley  Street  Station. 

In  February,  1915,  he  was  appointed  Acting  Chief,  and  Chief  in  January,  1916. 

Many  are  the  reformations  he  has  seen  in  the  Dept.,  to  which  he  has  devoted  so  many 
years  of  his  life,  and  chief  is  the  inauguration  of  the  two  platoon  system.  His  one  regret  is 
that  he  was  not  able  to  complete  the  motorization  of  the  Dept.,  which  he  had  set  his  heart  upon, 
and  which  but  for  the  War  he  would  have  seen  realized.  This  matter  came  up  before  but  the 
War  broke  out  and  he  was  ordered  to  retrench.  This  prevented  the  system  being  established 
in  his  time. 

After  serving  the  Department  faithfully  for  43  years  he  retired  on  pension,  with  the  best 
wishes  of  the  City.    He  left  to  his  credit  the  best  fire  fighting  system  on  the  American  Continent. 
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music  hall.  .Such  notable  actors  and  actress  as  the  late  Sarah  Bernhardt,  Sir  Henry  Irving  and 
Sir  John  A.  MacDonald  were  seen  on  the  stage  by  Toronto  audiences.  The  threatre  was  not 
rebuilt  for  some  time. 

The  Gold  Medal  Furniture  factory.  Van  Home  Street  and  Gladstone  Avenue,  was  the 
next  building  to  suffer.  Fire  of  unknown  cause  broke  out  on  December  3rd,  doing  $66,000 
damage,  and  making  it  necessary  for  a  third  alarm  to  be  turned  in.  A  strong  gale  helped  the 
fire  greatly  and  it  was  two  hours  before  the  blaze  was  brought  fully  under  control.  It  smouldered 
well  into  the  morning  of  the  next  day.  Due  to  the  reflection  the  blaze  threw  over  the  neigh- 
borhood many  boxes  were  pulled  while  phone  calls  were  numerous. 

Eight  days  later  another  second  alarm  blaze  broke  out  in  the  H.  P.  Ritchie  building,  38 
Clifford  Street,  on  the  top  storey,  destroying  five  business  firms,  throwing  100  out  on  the  un- 
employed lists  and  doing  $80,000  damage  all  told.  The  cause  was  unknown.  The  firms  that 
suffered  were  Bennie  and  Cooper,  mechanics;  Young  Brothers,  Buckley  Printing  Company. 
Pugh  Specialty  Company  and  the  Ritchie  firm.  The  blaze  ate  its  way  down  to  the  lower  flats, 
while  the  water  aided  greatly  in  making  the  loss  run  as  high  as  it  did. 

CHRISTMAS  EVE  BLAZE 

The  last  fire  of  the  year  was  but  a  day  before  Christmas.  The  Martin  Corrugated  Paper 
Box  Company  factory  ignited  from  unknown  cause  and  was  destroyed.  The  nature  of  the 
contents  made  the  blaze  a  fierce  one.  Hot  and  smokey ,  the  fire  stalled  the  firemen  off  for  some 
time  before  it  was  brought  under  their  control.  Much  work  was  given  the  firemen  in  removing 
all  large  bundles  of  papers  and  boxes  and  opening  them  to  prevent  the  blaze  rekindling.  The 
loss  was  placed  at  $79,800  to  building  and  contents. 

WM.  SMITH— THE  NEW  CHIEF 

January  1st,  1916,  William  Smith  was  appointed  Fire  Chief,  and,  incidentally,  sanctioned 
the  cause  of  the  firemen  to  have  a  Union.  The  union  was  formed  and  that  it  proved  successful 
goes  without  saying.  Looking  after  the  wants  of  the  men  and  the  complaints,  it  dealt  out 
justice  to  the  department  as  well  as  to  the  men. 

During  this  year  also  the  first  Aerial  motor  truck  was  introduced  to  the  department  and 
the  first  steamer  discarded  when  two  more  motor  pumpers — triple  combinations — were  pur- 
chased. The  motor  truck  aerial  was  placed  in  Adelaide  Street  West,  while  the  horse  drawn 
aerial  it  replaced  was  sent  out  to  the  west  end  of  the  city.  The  combination  motors  were  placed 
in  the  centre  of  the  city  covering  the  valuable  business  area  of  Toronto. 

The  fire  halls  that  had  steam-pumps  drawn  by  horses  at  this  time  were  Portland,  Adelaide, 
Yonge,  Berkeley,  Lombard,  Brockton,  Cowan,  Perth  and  Howland.  One  by  one  during  the 
following  years  these  were  discarded,  scrapped  or  sold.  During  this  year  the  fire  damage  ran 
fairly  high.  It  was  $1,525,161,  while  there  were  2,230  fire  alarms  answered  both  within  the 
city  limits  and  outside  the  limits.  Five  pieces  of  motor  apparatus  including  double  and  triple 
combination  trucks  and  an  aerial  motor  truck  were  purchased.  Six  fires  that  necessitated 
second  and  third  alarms  were  answered  during  the  year. 

CAPT.  ARDAGH  ENLISTS 

Although  eligible  for  pension  and  retirement,  Captain  Charles  O.  Ardagh,  of  Rose  Avenue 
Hall,  responded  to  his  country's  call,  lonesome  for  his  two  boys  "over  there,"  and  enlisted  on 
May  27th,  1916. 

The  first  fire  of  the  year  occurred  on  February  7th  in  the  Imperial  Trusts  building,  wrecking 
three  firms,  Tenant  and  Purvis,  real  estate  dealers;  Weir  and  Beheller,  importers;  and  T.  White 
and  Sons,  jewellers,  doing  $51,000  damage.  The  blaze  travelled  fast,  while  dense  volumes  of 
smoke  hindered  the  firemen  severely.  It  took  a  few  hours  before  the  firemen  were  able  to  strike 
it  out. 

AMERICAN  CLUB  BURNED 

To  what  extremes  war  enemies  will  go,  and  just  how  close  to  home  activities  can  come 
despite  land  and  sea,  was  given  an  instance  of  when  The  American  Club  was  wrecked  by  fire, 
believed  to  have  been  an  incendiary  and  following  hot  on  a  warning  that  if  the  Americans  did 
not  cease  their  enlisting  activities  the  Club  would  be  blown  up.  One  life  was  lost  through  the 
blaze  and  two  others  injured. 
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The  fire  broke  out  at  3  o'clock  in  the  morning,  and  in  several  parts  of  the  building  at  once. 
Awakened  by  three  loud  explosions,  which  were  unable  to  be  placed,  guests  and  employes  rushed 
in  their  night  attire  for  the  nearest  exit.  One  man,  P.  S.  Hairston,  a  mining  broker  from  Dallas, 
Texas,  was  suffocated.  He  was  found  dead  on  the  floor  of  his  room  by  the  window.  One  hand 
was  on  the  sill.    He  had  apparently  reached  the  window  and  dropped  as  he  was  about  to  step  out. 

Capt.  A.  R.  Minard,  paymaster  of  the  club,  was  seriously  burned  during  rescue  work  while 
Edward  Johnson,  night  watchman,  was  struck  on  the  head  by  falling  bricks  and  his  skull  fractured. 

GUESTvS  MADE  ESCAPE 

Meanwhile  the  guests  and  employes  found  a  rope  and  attaching  it  to  articles  in  bedrooms 
threw  it  out  of  the  window  and  slid  clown  to  outside  and  safety.  Others  ran  to  the  front  door 
and  others  through  the  back  exit.  Within  a  remarkably  short  space  of  time  the  whole  building, 
where  an  hour  before  peace  and  quiet  reigned,  was  a  raging  furnace.  For  hours  the  firemen 
fought  the  fire,  a  second  alarm  having  been  turned  in  and  they  were  a  tired  looking  lot  of  men 
when  the  boxes  were  struck  out.  But  they  knew  they  had  foiled  the  enemy  in  that  the  blaze 
had  not  spread  further,  but  it  was  with  a  feeling  of  sorrow  for  the  Americans  that  they  left  them 
to  their  grief.  The  loss  caused  was  $66,000.  Good  work  on  their  part  saved  many  valuable 
pictures  which  had  been  loaned  to  the  club. 

Brown  and  Staunton  Ltd.,  77  Bay  Street,  was  destroyed  by  fire  and  The  Evening  Telegram 
building  threatened  when  fire  which  needed  a  third  alarm  turned  in,  broke  out  and  for  a  short 
time  burned  fast  and  fierce.  Of  unknown  origin,  it  spread  itself  over  the  building.  Damage 
to  the  extent  of  $54,000  was  caused  before  being  extinguished. 

Although  threatened  by  the  danger  of  ammonia  tanks  bursting  when  fire  broke  out  in  the 
Harry  Webb  Bread  Company,  Buchanan  Street,  on  September  10th,  firemen  bravely  fought 
the  blaze  there,  one  of  the  most  serious  fires  they  had  ever  battled,  and  confined  it  to  the  one 
building.  The  Webb  Bakery  fire  was  of  unknown  origin  and  suffered  $75,000  loss.  A  second 
alarm  was  turned  in. 

HIGH  PRESSURE  FAILS 

The  second  third  alarm  of  the  year  came  in  on  November  15th  when  the  Adams  Brothers 
harness  factory  at  King  and  Bathurst  Streets  ignited  and  where  $100,000  loss  was  caused.  Of 
unknown  origin,  the  blaze  gutted  the  fifth  and  sixth  stories.  The  high  pressure  system  failed 
when  stronger  pressure  was  signalled  for  and  this  allowed  the  fire  to  spread  rapidly.  The  firemen 
were  more  than  disgusted.  John  Williams  sprained  his  leg  while  battling  the  blaze.  The  water 
works  department  were  censured  as  a  result  of  the  lack  of  water  pressure. 

One  of  the  most  spectacular  fires  ever  witnessed,  watched  by  the  greatest  crowd  ever  re- 
corded at  a  blaze,  and  one  that  will  never  be  forgotten,  incidentally  being  the  last  of  the  year, 
was  that  of  the  Toronto  Street  Railway  car  bans,  on  December  28th,  when  70  street  cars  were 
burned  and  property  to  the  value  of  over  half  a  million  dollars  lost. 

T.S.R.  SUFFERS  LOSS  AGAIN 

A  third  alarm  being  turned  in,  there  were  20  hose  wagons  and  crews,  6  engines,  motor  and 
steamers,  and  a  few  hundred  firemen  fought  the  blaze  to  a  stand  still,  not  before  some  hours  had 
passed  however.  Many  narrow  escapes  were  had  by  the  firemen,  but  fortunately  no  one  was 
injured.  An  old  horse  was  saved  through  the  gameness  of  the  firemen.  "Coffee  pots" — the 
fare  boxes  in  other  words — and  cash  and  tickets  were  lost  in  great  numbers.  The  barn  buildings 
were  gutted  and  were  never  rebuilt.  The  sheds  were  later  torn  down  and  the  bare  yard  alone 
used  to  store  the  old  chariots  in.  To  this  day  the  yards  remain  as  they  were  after  the  fire,  minus 
the  broken  walls.    It  is  owned  by  the  city,  having  changed  hands  this  year. 

MORE  MOTORS  BOUGHT 

Two  more  motor  triple  combinations  were  added  to  the  department  during  1917,  while  a 
steam-pumper  made  its  last  run,  to  be  discarded  after  a  faithful  service  of  twenty-two  years. 
During  the  year  some  42  men  were  let  out  of  the  department.  Many  of  these  were  men  who 
wanted  to  go  overseas.  This  depleted  the  department  force  for  a  while  during  the  year  but 
did  not  seriously  affect  the  fire  protection.  The  strength  of  the  force  decreased  to  342,  and 
2,338  alarms  were  responded  to.  The  total  loss  for  the  year  was  placed  at  $1,343,803.  New 
uniforms  of  blue  serge  with  coats  buttoned  to  the  neck  were  issued  for  the  first  time  to  the  firemen. 
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Phone  Trinity  0270 


Residence  Trinity  0289 


ESTABLISHED 
1889 


H.  ELLIS  &  SON 

Jfunerai  ©trector* 


FUNERAL  CHAPEL  AND 
PRIVATE  AMBULANCE  SERVICE 


333  COLLEGE  STREET 


TORONTO,  ONTARIO 


"SAY  IT  WITH  FLOWERS" 

MILLER  &  SONS 
Jflorists 


Flowers  Sent  Everywhere 
For  Every  Occasion 


Members  Florists'  Telegraph  Delivery 


PHONE  KENWOOD  8081 
NIGHTS,  KENWOOD  0101 


LAUDER  AVE. 


TORONTO 
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MANY  FIRES  IN  1917 

During  1917  eight  second  alarms  were  answered,  one  ammunition  factory  being  burned  out 
twice  within  five  months  and  both  times  while  in  the  middle  of  finishing  an  order  for  hundreds 
of  thousands  of  shells  for  the  Allies.    The  fires  began  early  in  the  year,  January  12th,  and  the 
1        last  one  occurred  on  November  3rd. 

Channell  Chemical  Company  were  the  first  victims.    The  chemicals  in  the  building  made 
it  a  hard  blaze  to  fight.    A  second  alarm  had  to  be  turned  in  and  over  $50,000  damage  was 
g        caused  before  the  blaze  was  extinguished. 

The  three  top.  floors  of  the  Art  Metropole  Company,  14  Temperance  Street,  were  gutted 
when  fire  broke  out,  of  unknown  cause,  on  February  17th.  A  similar  amount  of  damage  was 
caused  here  as  in  the  previous  fire.    The  paint  and  turpentine  helped  the  blaze  spread. 

Two  days  later  The  Queen  City  Foundry  at  the  foot  of  Cherry  Street  was  razed  by  fire. 
The  firemen  were  handicapped  by  having  to  use  lengths  of  hose  as  long  as  1,000  feet  from  a 
hydrant.    The  hydrants  on  Ashbridge's  Bay  had  been  installed  but  not  connected  at  that  time. 
Within  a  few  hours  the  building  was  a  mass  of  twisted  masonry  and  iron,  while  valuable  castings 
1        and  dies  lay  wrecked  within.    The  damage  ran  as  high  as  $70,000. 

March  5th,  fire  broke  out  in  the  W.  &  D.  Dineen  Company,  Yonge  Street.  The  loss  was 
comparatively  slight,  amounting  to  $20,000,  although  a  second  alarm  had  to  be  put  through 

|  CLUFF  AMMUNITION  BURNS 

A  spectacular  blaze  which  was  reflected  for  miles  around,  broke  out  in  the  duff  Ammunition* 
Factory  at  85  Sterling  Road,  six  days  after  the  Dineen  fire.    About  a  quarter  of  a  million  dollars 
damage  was  caused  while  350  men  and  women  lost  their  jobs  through  the  fire.    The  blaze  broke 
out  in  the  vitro  tank  plant  and  spread  quickly.    The  company  was  half  way  through  with  a 
I        large  order  of  shells  for  the  Allies  at  the  time,  and  were  forced  to  seek  new  quarters. 

What  proved  itself  a  second  alarm  but  one  of  short  duration  broke  out  in  the  Crown  Cork 
and  Seal  Company,  on  May  19th,  doing  $15,000  damage  and  giving  the  firemen  a  hard  battle 
B        for  a  very  short  time. 

|  BLAZE  PROVES  FATAL  j 

The  first  fatal  fire  of  the  year  happened  on  September  7th  when  the  Liggetts  drug  store, 
on  Yonge  Street,  ignited.    The  blaze  wiped  out  their  building  including  The  Hydro,  Huylers' 
Confectioners,  and  Nordheimers  Piano  Company,  and  caused  $90,000  damage.    A  second  alarm 
■        was  turned  in  shortly  after  the  first  box.  1 

Charles  McKeown,  manager  of  Liggetts,  worked  like  a  Trojan  aiding  the  firemen,  and  as 
soon  as  the  excitement  had  died  down  with  the  blaze  he  collapsed  and  died  almost  instantly. 
James  Lodge,  switchboard  operator  at  the  Hydro  stuck  at  his  post  until  overcome  by  the  smoke. 
He  was  revived.    Firemen  Smith,  of  Richmond  Street  Hall,  was  badly  scorched. 

J  The  blaze  broke  out  in  the  basement  and  spread  rapidly.    The  firemen  time  and  again  were 

driven  back  by  smoke  and  fumes.    The  blaze  took  a  few  hours  to  conquer  and  when  it  was  over 
B        the  building  was  a  wreck.    It  was  rebuilt  very  shortly  after. 

|  CLUFFS  BURN  ONCE  MORE  | 

For  the  second  time  in  the  year  Cluff's  Ammunition  Factory,  on  Atlantic  Avenue,  was 
wiped  out  by  fire,  caused  by  spontaneous  combustion.  This  second  blaze  broke  out  on  Nov- 
ember 3rd.  The  Wind  Engine  and  Pump  Company  also  suffered  loss.  Fireman  James  Jones, 
of  Ossington  Avenue,  was  burned  slightly  while  four  horses  were  burned  to  death.  About  600 
persons  were  thrown  out  of  work  while  the  approximate  damage  caused  was  $150,000.  The 
B        firemen  were  hampered  by  overhead  wires,  which  also  proved  very  dangerous. 

DOUBLE  PLATOON  INTRODUCED 

The  next  year — 1918 —  saw  the  finish  of  the  24  hour  day  shift  for  the  firemen.  They  were 
given  a  demonstration  of  just  what  unity  was  able  to  perform.  After  agitating  for  a  double- 
platoon  system  on  the  department  during  1918,  it  was  put  into  effect  on  December  24th,  and 
has  worked  out  successfully  to  this  date.  The  system  alternates  and  was  divided  from  eight 
a.m.  to  six  p.m.  during  the  day  and  from  six  o'clock  p.m.  to  eight  in  the  morning  for  the  night 
shift.  Incidentally  it  raised  the  strength  of  the  T.F.D.  from  342  men  to  522  men,  and  another 
deputy  chief  was  made,  as  were  four  more  district  chiefs,  made  necessary  by  the  two  shifts. 
I        This  brought  the  total  of  district  chiefs  to  ten.  1 
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The  New  Coupon  Savings  Policy 
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issued  by 
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The  Northern  Life  Assurance  Comoanv 
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attached  giving  Guaranteed  Dividends  each  year. 
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The  Coupons  may  be  clipped  each  year  and  used  in  part  payment  of 
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and  bearing  interest  compounded  at  3J^%,  or  may  be  used  to  purchase  Endow- 

| 

ment  Insurance. 
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A  PURELY  CANADIAN  COMPANY 

_ 

B. 

Write  for  full  particulars 

1 

J.  M.  FERNLEY,                             R.  C.  MacKNIGHT, 

1 

Branch  N4anager,                                          General  N'lanager, 

615  Yonge  St.,                         The  Northern  Life  Assurance  Co. 

1 

1 

Toronto,  Ont.                       Home  Office     -     London,  Ont. 
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Head  Office  and  Showroom: 
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TORONTO            -  CANADA 
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Largest  Manufacturers  of  High-Grade  Caskets  and  Funeral 
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Accessories  in  Canada 
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LIEUT.  OUGH  KILLED  ON  DUTY 

One  fatality  occurred  during  the  year.  Lieut.  O.  B.  Ough  died  from  the  effects  of  nitric 
acid  fumes  when  fighting  a  blaze  at  the  Aikenhead  Hardware  Company,  on  Richmond  Street 
West.    His  death  occurred  on  July  22nd.  1918.    Actual  fire  loss  was  light. 

Another  motor  combination  was  bought,  making  a  total  of  four  motor  pumpers  and  eighteen 
pieces  of  motor  apparatus.  The  number  of  alarms  answered  were  2,930  and  the  fire  loss  over 
$2,261,000.  There  were  four  fires  during  1918,  of  which  two  were  third  alarms,  and  all  told  made 
a  fire  loss  of  three  quarters  of  a  million  dollars. 

WATER  PRESSURE  HINDERS  FIREMEN 

Lack  of  hydrants  and  water,  one  hydrant  where  a  "steamer"  was  pumping  going  dry,  made 
the  fight  between  firemen  and  fire  when  the  Thor  Iron  Works,  at  the  foot  of  Bathurst  Street, 
went  up  in  smoke  and  fire,  a  one-sided  affair  for  some  time.  Long  lines  of  hose  had  to  be  laid 
and  this  meant  less  pressure. 

The  fire  occurred  on  April  2nd,  and  was  a  third  alarm.  Defective  wiring  was  the  cause, 
and  $250,000  damage  done.  A  great  part  of  this  loss  was  suffered  when  the  machinery  was 
wrecked. 

The  Galena  Signal  Oil  Works  were  the  next  fire  victims.  On  April  6th  the  oil  ignited  and 
spread  rapidly.  It  was  s  running  sea  of  fire,  and  another  third  alarm.  The  firemen  while  fight- 
ing the  blaze  were  in  constant  danger  of  the  oils  contained  in  tanks  exploding  and  spreading  the 
burning  oil.    Fortunately  no  large  explosions  occurred.    The  loss  did  not  run  more  than  $225,000. 

R.C.Y.C.  GUTTED 

April  2nd  marked  the  destruction  of  the  Royal  Canadian  Yacht  Club  on  Centre  Island, 
when  fire  started  in  the  early  morning  and  spread  rapidly  through  the  main  building.  Lack  of 
pressure  and  water  aided  the  blaze.  Six  employes  had  to  escape  in  their  night  attire.  The  loss 
was  $109,000,  and  it  was  covered  fully  by  insurance. 

For  three  hours  the  firemen  battled  a  spectacular  blaze  in  the  Sanderson  Pearcy  Company 
factory,  of  oils,  varnish  and  glass,  of  61  Adelaide  Street  West  on  July  14th,  which  did  $225,000 
damage  and  destroyed  a  four  storey  brick  building.  Starting  on  a  loading  platform,  of  unknown 
origin,  the  blaze  spread  quickly  and  caused  much  smoke.  This  was  the  second  time  the  firm 
suffered  through  fire,  the  previous  one  which  wiped  out  the  factory  being  in  1897. 

RESIGNATION  OF  CHIEF  SMITH 

The  resignation  of  Chief  William  Smith  early  in  1919  opened  the  activities  and  beginning 
of  changes  and  promotions  of  the  department.  In  May  his  resignation  was  accepted,  and  in 
the  same  month  Deputy  Chief  William  Russell  was  appointed  by  the  city  council  and  stepped 
in  to  fill  the  breach.  With  his  promotion  the  deputy  chief's  office  was  left  vacant  and  George 
Sinclair  stepped  up  from  District  Chief  to  Deputy  Chief,  and  Duncan  McLean  was  made  the 
other  Deputy  Chief  needed  with  the  double  platoon  system. 

CAPT.  THOMPSON  KILLED 

One  death  occurred  in  the  year.  Captain  Moses  Thompson  responded  to  a  small  blaze  on 
Brant  Street  on  February  5th,  and  was  fighting  the  blaze  from  the  roof  with  a  small  hand  chem- 
ical when  it  exploded,  throwing  him  to  the  street.    He  died  from  the  injuries  he  received. 

Two  motor  triple-combination  pumpers  were  purchased  during  the  year,  and  with  the 
coming  of  them  one  more  now  ancient  "steamers"  was  let  out,  to  follow  the  fate  of  the  previous 
ones.  In  October  the  first  American  La  France  motor  pumper  was  introduced  into  the  depart- 
ment and  it  relieved  a  steamer  of  its  duty.  It  went  into  service  at  Greenwood  Avenue.  So 
useful  did  it  prove  that  a  second  one  was  bought  in  December  and  sent  to  Perth  Avenue.  The 
old  steam  engine  "let  out"  was  from  Perth  Avenue. 

But  two  fires  of  any  consequence  happened  during  the  year  and  at  one  of  them  the  department 
lost  its  most  beautiful  team  of  horses — from  Rose  Avenue — -when  they  bolted  into  the  Don  River. 
Two  firemen  were  slightly  injured. 

The  first  blaze  was  the  Cyclone  Wire  and  Cable  Company  on  Dundas  Street  West,  of  un- 
known cause,  where  damage  to  the  amount  of  $120,000  was  caused.  It  was  a  hard  blaze  to 
battle  and  took  the  firemen  some  time  to  strike  out. 
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TRY 

The  Sheppard  &  Gill 
Lumber  Co.,  Limited 

Phone  GERR.  9924      1 5  DRAYTON  AVE. 
for 

Pine,  Fir,  Chestnut  and  Oak 
Trim  of  Best  Quality. 


We  also  carry  a  full  line  of 
Rough  and   Dressed  Lumber, 
Lath,  Shingles,  Posts,  Frames, 
Sash  and  Doors. 


SFE  OUR  OAK  FLOORING 


CORRUGATED 
GALAVN I Z  E  D 

STEEL  SHEETS 

EAVETROUGHS 

CONDUCTOR  PIPES 

and  ELBOWS 

ROOFING  MATERIALS 

VENTILATORS  AND 
TINNERS  SUPPLIES 

Wheeler  &  Bain,  Ltd. 

Wholesale  Dealers 

179  KING  EAST  108  GEORGE  ST. 

TORONTO,  ONT. 


CYLINDER  REGRINDING 

High-Grade  Work  GUARANTEED 


Scored  Cylinders  Repaired 

Copper  Inlay  Process. 
Patented  Jan.  1921 ,  No.  207200 

Repair  guaranteed  for  Life  of 
Motor. 

PISTONS  and  PISTON  PINS 

We   manufacture   the  Largest 
and   Most   Complete   Line  of 
Replacement  Pistons  made  in 
Canada. 


Thexton  Machine  Works,  Ltd. 

736  DUNDAS  ST.  EAST,  TORONTO 

PHONE  MAIN  4233  w. 


WAYNE 

HONEST  MEASURE  PUMPS 


PHONE  LAKESIDE  8488 

Canadian  Tank  and  Pump 
Go.,  Limited 

Oil  and  Gasoline  Storage  Systems 
Heavy  Metal  Storage  Tanks 
Oil  Filtration  Systems 
Oil  Burning  Systems 
Furnaces  for  Metal  Melting 
Forging  and  Heat  Treating 


165  DUFFERIN  STREET 
TORONTO,  ONT. 

Home  Office  and  Plant:  Toronto,  Ont.,  Canada 
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MODERN  TRIPLE-COMHIXATK  )X  MOTOR  PUMP 


FIREMEN  INJURED— HORSES  LOST 

Two  firemen  were  injured — the  most  beautiful  team  drawing  a  fire  wagon  of  the  department 
was  lost — while  damage  to  the  extent  of  $150,000  caused,  were  the  incidents  at  the  blaze  which 
broke  out  in  the  J.  Hallam  building,  Front  and  Jarvis  Street,  in  the  early  morning  of  September 
23rd.  For  five  hours  the  firemen  fought  the  blaze  and  succeeded  in  keeping  it  from  spreading 
to  adjoining  buildings.  The  men  were  hampered  by  overhead  wires  Pressure  was  good,  and 
hydrants  plenty.  The  building  was  owned  by  Mrs.  Beard.  The  contents  of  the  building 
packed  as  it  was  inside,  also  proved  a  hindrance  to  the  firemen. 

Firemen  Wm.  Shannon  and  Robt.  Calhoun  were  on  a  ladder  directing  a  hose  into  the  build- 
ing when  they  were  struck  by  the  full  force  of  a  high  pressure  stream.  Thrown  from  the  ladder 
they  were  injured  in  the  fall  and  taken  home. 

Rose  Avenue  hose  wagon  with  its  two  beautiful  bay  horses — almost  twin-like — were  stand- 
ing on  Front  Street,  opposite  the  burning  building.  Snapping  wires  caused  flashes  like  of  light- 
ning and  one  of  the  flashes  frightened  the  animals.  With  heads  thrown  back,  and  almost  un- 
natural speed,  drawing  the  heavy  five  ton  hose  wagon,  the  animals  sped  on  Front  Street.  Not 
turning  off  the  street  they  ran  over  the  Don  tracks  safely  in  some  manner  and  fell  into  the  Don 
River. 

FIRE  HORSES  DROWN  IN  DON 

Unable  to  swim  with  the  wagon  attached,  and,  weighted  as  they  were,  they  drowned.  Many 
men  on  the  department  felt  grieved  at  their  loss.  The  horses  and  wagon  were  recovered  next 
morning  by  divers. 

No  men  were  added  in  1919.  They  answered  2,932  c^Us,  a  great  number  of  which  were 
false  alarms.  The  loss,  which  was  $1,523,000,  was  three  quarters  of  a  million  less  than  the 
previous  year's  total. 

STRENGTH  GREATLY  INCREASED 

One  hundred  and  two  men  were  taken  on  as  firemen  in  1920,  which  brought  the  strength 
of  the  force  to  634.  This  was  the  greatest  number  of  men  ever  recorded  on  the  fire  department. 
Five  more  pieces  of  motor  trucks,  including  two  more  triple-combination  pumpers  built  by  the 
American  LaFrance  Company,  were  purchased  in  September  and  November  of  the  year.  They 
were  put  in  Howland  and  Bolton  Avenues,  the  one  going  to  Howland  replacing  another  of  the 
"steamers."  With  each  steamer  discarded  two  or  three  horses  were  sold,  so  that  during  this 
year  some  12  horses  were  sold  by  the  department. 

The  loss  for  the  vear  ran  very  high,  there  being  six  big  fires,  one  a  third  alarm,  being  placed 
at  $2,121,185,  while  "there  were  2.717  alarms  answered.    This  includes  outside  the  city  limits 
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Engineers  and 
Contractors 

1 

LUMSDEN  BUILDING  TORONTO 

LEYLAND 

W^m             LEYLAND  MOTORS  LIMITED  beg  to 
^^^^m,               announce  that  their  Fire  Engine,  specially 
constructed  for  Canadian  requirements,  will 
"''  i                 be  available  for  demonstration  shortly. 

Enquiries  to 

LEYLAND  MOTORS  LIMITED 

96-102  ST.  PATRICK  STREET,  TORONTO 

HEAD  OFFICE  AND  WORKS:                               LEYLAND,  LANCASHIRE,  ENGLAND 
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calls.  It  proved  to  be  a  severe  year  for  the  firemen,  over  a  dozen  of  them  being  injured  or  over- 
come while  fighting  fires. 

START  OF  FIRES 

W.  J.  and  G.  Greey's  foundry  on  the  Esplanade  were  the  first  to  suffer  loss  to  the  extent  of 
$60,000  when  fire  of  unknown  origin  broke  out  on  January  26th,  a  mild  night.  The  nature  of 
the  building — all  brick — and  the  contents  inside  made  it  an  easy  blaze  to  drown  out.  The 
valuable  castings  and  dies  caused  the  high  loss. 

With  the  weather  temperature  running  far  below  trie  zero  mark  and  a  howling  wind  blowing 
a  cold  spray  back  in  their  faces  as  they  turned  their  lines  of  hose  on  the  blaze,  the  firemen  spent 
a  very  uncomfortable  few  hours  when  fighting  the  fire  which  broke  out  in  the  Westminster 
Church  on  Bloor  Street  East  four  days  after  the  previous  blaze. 

WESTMINSTER  CHURCH  DESTROYED 

For  miles  around  the  reflection  could  be  seen,  and  it  drew  hundreds  of  persons  to  the  scene. 
The  roof  caved  in  half  an  hour  after  the  fire  broke  out.  The  church,  a  landmark,  was  wiped  out, 
four  bare  walls,  half  the  original  height  being  left  tottering  before  the  strong  wind  when  the 
blaze  was  out.  The  next  morning  a  prettier  scene  than  the  icicles  clinging  to  everything  within 
the  bare  four  walls  would  have  been  hard  to  find.  The  night  had  been  so  cold  that  the  firemen's 
coats  had  frozen  at  their  fastenings  and  it  took  them  some  time  to  loosen  their  rubber  coats. 
The  church  members  across  the  way  looked  after  the  wants  of  the  firemen,  for  which  they  were 
very  grateful.    The  loss  was  estimated  at  $125,000. 

February  14th  was  the  luckless  date  of  the  building  which  stands  at  10  Front  Street  East. 
Of  unknown  cause  fire  broke  out  but  proved  to  be  short  and  fierce.  The  damage  not  estimated 
at  the  time  ran  into  thousands  of  dollars. 

Two  firemen  were  injured  when  an  aerial  just  raised  came  crashing  down  seventy  feet ;  high 
pressure  lines  bursting,  drenching  the  many  onlookers;  poles  snapping  in  two  hanging  only  by 
the  overhead  wires,  were  a  few  of  the  incidents  which  marked  the  blaze  breaking  out  in  the 
McKinnon  Building,  Melinda  and  Jordon  Street,  wrecking  the  offices  of  fifty  concerns  and  doing 
an  estimated  damage  of  $100,000. 

The  blaze  broke  out  in  the  upper  regions  and  worked  its  way  downward.  The  caretaker 
who  had  quarters  on  the  top  floor  was  rescued  and  brought  down  the  ladder.  The  false  roof 
to  the  building  gave  the  fire  air  space  and  lent  it  pressure  in  spreading.    A  third  alarm  was  pulled. 

Lieut.  Wm.  Hawkins  and  Fireman  W.  R.  Bullick  were  the  two  injured.  Hawkins,  a  heavy 
built  man,  was  going  up  the  aerial  as  it  was  being  raised  into  position.  It  had  been  fully  ex- 
tended for  about  a  minute  before  it  snapped  at  the  base  and  crashed  down  into  the  netting  of 
phone  and  electric  overhead  wires.  This  undoubtedly  saved  the  life  of  Hawkins,  as  it  enabled 
the  firemen  below  to  spread  a  net  in  case  Hawkins  fell.  He  was  rescued  from  his  precarious 
position  before  he  fell.    His  back  was  sprained.    Bullick's  leg  was  injured  by  the  falling  ladder. 

HOSE  LINES  BURST 

Meanwhile  the  onlookers — hundreds  in  number — did  not  escape  a  drenching,  even  though 
the  rain  that  was  falling  at  the  time  was  only  a  drizzle.  The  high  pressure  hose  splitting  in  the 
centre  while  it  lay  diagonally  across  Melinda  and  Jordon  intersection,  sent  a  geyser  into  the  air 
that  drenched  all  within  a  hundred  feet.  At  a  King  Street  hydrant  the  coupling  became  de- 
tached from  the  hose  and  like  a  snap  suddenly  loosed  it  raised  from  the  ground  to  leap  the  width 
of  the  roadway,  sending  a  second  shower  into  the  air.  Two  more  hose  lines  burst  but  the  crowds 
had  taken  the  warning  and  watched  the  blaze  from  a  safe  distance. 

The  blaze  recalled  to  the  old  timers  the  last  fire  which  had  destroyed  The  Globe  and  McKin- 
non buildings  when  sparks  from  the  former  ignited  the  latter. 

Fearing  the  fire  which  broke  out  in  a  lumber  yard  at  the  rear  of  1 1  St.  Alban's  Street  on 
April  2nd  might  spread  and  consume  the  many  neighboring  dwelling  houses,  a  second  alarm  was 
turned  in  but  hardly  needed.  The  damage  caused  did  not  exceed  $25,000.  A  galvanized  iron 
shed  was  destroyed. 

CHRISTMAS  EVE  FIRE 

Christmas  Eve  of  the  year  broke  out  bright  and  not  too  cold.  Theatre  goers  had  settled 
in  their  seats  in  downtown  theatres  when  the  noise  of  swift  moving  fire  trucks  told  of  a  serious 
conflagration.    Fire  had  broken  out  in  the  Shu-ttlework  Chemical  factory,  Shuter  and  Victoria 
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Ingram  &  Bell,  Limited 

A  "Department  Store" 

256  McCAUL  STREET 

One  door  below  College  Street 
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Dress  well  when  off  duty ! 

Shakespeare  said:  "The  apparel  oft  proclaims 
the  man."     And  his  advice  was:  "Costly  thy 

habit  as  thy  purse  can  buy." 
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SWFFT 
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Head  Office,  TORONTO 

offer    Firemen    the  greatest  clothes  values  in 
Canada,  and  enables  you  to  dress  well  at  small 
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streets,  gutting  the  building,  causing  ten  firemen  to  spend  a  miserable  Christmas  when  overcome 
by  chemical  fumes,  and  doing  $300,000  damage  to  building  and  contents 

Explosion  of  chemicals  within  the  buildings  and  back-drafts  struck  the  firemen  sending 
them  scattering  in  all  directions,  some  being  lifted  bodily  and  hurled  down  stairways.  Heroic 
rescue  work  went  on  when  fireman  after  fireman  dropped  in  his  tracks  within  the  building. 

Fireman  William  Corbett,  of  Adelaide  Street  hose  wagon,  saw  two  of  his  chums  overcome, 
and  rescued  both  before  he  himself  gave  in  to  the  choking  and  blinding  fumes  of  chemicals  mixed. 
Man  after  man  including  the  chief  came  out  of  the  building  to  turn  sick  and  then  to  enter  again. 
For  three  hours  this  running  blaze  was  fought  before  being  put  out. 

TEN  FIREMEN  OVERCOME 

The  firemen  overcome  were:  Lieut.  Herb.  Smith,  James  Brady,  David  McCrea,  William 
Davidson,  Fred  Walsh,  Wm.  Walker,  Reginald  Bevington,  John  Kelly  and  E.  McCrimmon. 
Capt.  J.  Dixon,  of  Lombard  Street  hall,  was  scorched  about  the  face. 

Credit  goes  to  the  Life  Saving  crew  officers  who  came  to  the  fire  although  uncalled  for  and 
did  good  first  aid  work  among  the  men  overcome. 

Adelaide  Street  hose  wagon  was  hit  by  a  street  car  while  responding  to  the  alarm.  Berkeley 
Avenue  hose  wagon  collided  with  a  motor  car  while  going  to  the  scene.  In  neither  case  was 
anyone  injured. 

CONTINUE  MOTORIZING  DEPT. 

Another  step  was  taken  toward  motorizing  the  department  in  1921.  Five  more  motor 
trucks  were  bought  and  four  of  these  were  triple-combination  pumpers.  They  replaced  three 
ancient  steam-engine  pumps,  the  four  going  into  service  in  four  months.  Purchased  in  August, 
November  and  December,  they  were  placed  for  duty  in  Cowan  Avenue,  Dundas  Street  West, 
Portland  Street  and  Berkeley  Street  halls.  The  other  motor  piece  was  a  double  combination 
truck. 

MANY  PROMOTIONS  MADE 

Promotions  were  also  in  order  during  the  year.  Four  more  district  chiefs  were  made,  ten 
captains  and  twenty  lieutenantships  given  to  the  men.  Much  dissatisfaction  was  heard  as  red 
tape  to  quite  an  extent  was  used  to  gain  these  promotions.  There  are  14  district  chiefs  now, 
while  there  are  two  deputy  chiefs  and  a  chief.    No  more  men  were  taken  on. 

The  fire  loss  for  the  year  was  $1,980,123,  and  2,278  alarms  were  answered.  There  were 
but  four  fires  worthy  of  mention.  In  his  yearly  estimates  Chief  Russell  asked  for  money  enough 
to  purchase  eleven  more  motors. 

MANY  RESCUES  AT  FIRE  IN  1921 

Breaking  out  in  the  elevator  shaft  of  a  three  storey  building  at  22  Wellington  Street,  fire  did 
$175,000  damage  before  being  flooded  out  with  the  high  pressure.  The  stock  was  a  miscellaneous 
dry  goods  one.    Fireman  Bert  Scott,  tillerman  of  Lombard  Aerial,  had  his  hand  cut. 

Seventeen  persons  were  rescued  and  two  firemen  and  a  civilian  injured  when  a  blaze,  be- 
lieved to  to  have  been  of  an  incendiary  nature,  gutted  the  Forum  building,  at  Gerrard  and  Yonge 
Streets,  in  the  early  morning  hours  of  January  28th.  Twelve  firms  were  wiped  out  and  several 
families  had  to  seek  new  quarters.    The  damage  was  $200,000. 

Flames  were  shooting  skyward  towards  the  roof  and  leaping  half  way  across  Yonge  Street 
when  Yonge  Street  fire  hall  crews  left  their  station  to  respond  to  the  alarm.  The  blaze  spread 
rapidly  and  the  building  appeared  like  a  roaring  furnace  when  the  many  other  crews  responded 
to  the  second  alarm. 

That  the  seventeen  occupants  of  the  building  escaped  was  due  to  the  presence  of  mind  of 
James  Mort  who  ran  along  all  the  hallways  giving  the  alarm.  The  W.C.T.U.  was  a  haven  in 
need  to  the  many  persons  who  escaped  in  their  night  attire.  Twenty  lines  of  hose  were  used 
while  the  water  pressure  was  good.  The  roof  and  two  upper  floors  caved  in.  After  this  the 
blaze  was  easily  drowned  out. 

Falling  red  hot  tiles  struck  Fireman  W.  R.  Bullock,  of  Portland  Street  hall,  while  Jack  Kelly, 
of  aerial  No.  3,  received  a  bad  gash  in  his  throat  when  he  fell  from  a  ladder.  Bullock,  it  will 
be  remembered,  was  the  man  injured  when  the  aerial  ladder  crashed  down  at  the  McKinnon 
fire  a  year  ago. 
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Police  and  officials  from  the  Ontario  Fire  Marshall's  office  investigated  this  blaze  but  the 
investigations  ended  in  no  action. 

MILITARY  STORE  HOUSE  GUTTED 

Only  a  slow  rising  smudge  of  smoke  rising  in  great  wisps  here  and  there  above  a  pile  of  a 
varied  stores  marked  the  site  where  once  stood  the  Ordnance  Stores  No.  2  in  Garrison  Common, 
where  fire,  of  unknown  origin  but  believed  to  have  been  incendiary,  broke  out  razing  the  building 
and  destroying  stores  to  the  value  of  close  to  half  a  million  dollars. 

The  fire  started  in  a  long  rectangular  building  which  was  easy  to  get  at  from  the  four  sides. 
The  only  fault  the  firemen  could  find  was  with  the  water,  the  pressure  being  very  poor.  The 
blaze  made  a  nice  spectacle,  and  was  witnessed  by  a  large  crowd.  It  broke  out  on  May  18th, 
luckily  some  time  before  the  Exhibition  was  opened. 

"The  Western  Cattle  Market,"  on  September  9th  of  the  year,  was  the  last  great  blaze. 
And  great  it  was. 

Covering  a  square  of  7}^  acres,  dotted  here  and  there  with  low  wooden  construction  cow- 
sheds, the  cattle  markets  went  up  in  one  great  blaze,  burning  for  half  an  hour  and  slowly  dying 
out,  with  40  lines  of  hose  playing  on  it  from  every  angle  possible. 

Over  300  heads,  including  cows,  sheep,  bullocks,  lambs  and  horses  were  burned.  Good  work 
on  the  part  of  the  firemen  in  using  their  axes  saved  as  many  more  from  a  similar  death.  The 
Yards  are  owned  by  the  city  and  the  damage  they  suffered  was  $60,000. 

ATTEMPTS  AT  INCENDIARY 

A  most  glaring  attempt  at  incendiary  was  discovered  by  the  firemen  when  they  answered 
a  call  to  26  Cecil  Street  on  September  28th  in  the  afternoon. 

Holes  were  chopped  through  the  walls  and  tablecloths,  sheets  and  blankets  saturated  in 
coal  oil  were  drawn  through  from  room  to  room  and  down  the  stairways  when  the  firemen  en- 
tered the  house.  The  fire-bug  was  never  caught.  The  damage  was  slight.  While  apparently 
knowing  how  to  lay  the  foundation  for  a  blaze  the  fire-bug  did  not  know  how  to  start  it.  It  had 
been  ignited  from  the  bottom  and  had  burned  itself  out  at  the  stairway  door. 

LAST  OF  STEAMERS  GOES 

Gone  to  be  forgotten  are  the  ancient  steamers.  They  made  their  last  show  in  December, 
1921,  the  last  one  leaving  Brockton  hall  on  Dundas  St.  West,  after  26  years  of  service  rendered 
faithfully  and  satisfactorily,  to  be  replaced  by  the  more  modern  combination  motor  pumper. 

The  motorization  of  the  department  has  been  going  on  for  the  past  nine  years,  and  within 
a  few  more  years  horse  drawn  vehicles  will  be  things  of  the  past,  something  to  look  back  on,  and, 
incidentally,  a  thing  which  shows  how  the  department  has  progressed.  But  though  the 
"steamers"  may  be  missing  as  other  horse-drawn  wagons,  the  "oldtimers"  of  the  department 
will  never  forget  the  service  rendered 

OVER  70  YEARS 

Introduced  in  the  Fire  Departments  in  other  cities  as  far  back  as  1850,  when  they  were 
first  built,  the  steam  pumpers  came  into  the  limelight  of  Toronto  in  1861,  while  the  city  was  still 
young,  and  while  the  corner  of  King  and  Yonge  Streets  was  anything  but  a  busy  corner.  The 
first  one  was  bought  by  ex-Chief  Graham,  and  had  been  built  by  Silsby  &  Co.  in  the  United 
States.  A  second  machine  was  bought  almost  directly  after  the  first  one,  so  excellent  did  it 
prove  in  service. 

The  two  steamers  were  used  while  the  old  water  system — by  corner  tanks — was  in  effect. 
Large  water  tanks  were  installed  on  several  corners.  One  steam-pumper  was  stationed  at  the 
Bay  to  pump  the  water  which  was  relayed  from  one  tank  to  another  and  pumped  by  the  other 
steamer  at  the  fire. 

YEARS  OF  DISUSE 

Then  came  the  time  when  the  new  water  system — the  one  in  use  at  present — was  installed, 
and  with  this  the  steamers  went  into  disuse.  The  pressure  given  by  the  new  system  was  sufficient 
for  the  necessary  protection  needed  by  the  city  of  Toronto  and  its  buildings,  at  that  time.  No 
better  water  pressure  was  needed.  For  almost  25  years  the  steam  pumping  engines  were  left 
unused,  except  at  big  fires, '^even  then  on  rare  occasions  only. 
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Compliments  of 


RELIABLE 

FURNITURE  CO. 

LIMITED 


36-38  Queen  St.  East 

TORONTO 


PHONE  MAIN  1993        OPEN  EVENINGS 


Steam  Heat,  Running  Hot  and  Cold  Water  in 
each  Room.     Numerous  Bathrooms. 


ROOMS  and  APARTMENTS 

Rates:  Day  or  Week 
Special  Rates  for  Conventions 


244-6-8  Church  Street 

Near  Dundas  St.  East        (Old  Wilton  Ave.) 

TORONTO,  CAN. 

Church  Street  Car  from  Depot  and  Boats 

PHONE  AD.  7709 


J.  A.  HAUGH 
Mfg.  Company 

  Limited  — 

Haugh  Brand 

Trousers,  Bloomers  and 
Shop  Coats 

Arm  and  Hammer 
Brand 

Shirts  and  Overalls 

COLLEGE  AND  BATHURST  STS. 

472=474  BATHURST  STREET 

TORONTO,  ONT. 


Edmund  Hind  Lumber  Co, 

LIMITED 
Cor.  Danforth  and  Main 
TORONTO 


Lumber,  Lath,  Shingles, 
Posts,  Doors,  Sash, 
Interior  Trim 


PROMPT  DELIVERY 
COURTEOUS  TREATMENT 


TELEPHONE:  GLADSTONE  0703 
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A  vSTEAMER  REVIVAL 

Then  came  the  time  when  the  city,  growing  rapidly  and  steadily,  became  too  large  for  the 
water  system  alone  to  afford  the  proper  protection  from  fire  needed,  and  so  once  again  the 
steamers  jumped  to  the  fore.  Seven  more  new  steam  engines  were  bought  while  the  department 
was  run  under  the  guiding  hand  of  Chief  Graham  and  then  under  Chief  Thompson.  They 
served  also  under  Chief  Smith — the  former  chief  and  under  the  present  chief,  William  Russell. 
From  1895  until  1920  the  steamers  pumped  water  steadily  when  called  upon.  They  witnessed 
many  fires,  amongst  which  the  largest  was  the  "1904  conflagration"  when  $10,000,000  damage 
was  caused  and  the  blaze  lasted  for  two  weeks.  They  proved  their  value  to  the  department 
during  many  trying  times  and  never  failed. 

There  were  five  makes  of  steamers  used.  They  were  the  Ronald,  Boustead,  the  Silsby, 
the  Amosheag  and  the  Waterous,  the  latter  being  a  product  of  Brantford,  Ont.  They  weighed 
from  seven  to  ten  tons  and  were  valued  at  approximately  $5,500.  The  first  engine  was  sheltered 
in  Richmond  Street  hall,  when  that  hall  was  known  as  the  "long  shed."  It  was  drawn  by  two 
horses,  and  was  a  Ronald,  also  made  in  an  Ontario  city. 

The  introduction  of  motor  pumpers  was  made  in  1912,  and  one  built  by  the  Waterous 
people  was  bought  by  the  department.  Seven  years  later  two  more  motor  pumps  were  ordered. 
These  were  more  modernized  than  the  previous  one  and  gave  better  service.  They  were  built 
by  the  American  La-France  firm.  With  the  coming  of  these  two  pumps  the  doom  of  the  steam 
engines  was  sealed.  In  May,  1920,  the  first  steamer  was  discarded,  and  as  more  new  motor 
pumps  were  bought  and  put  into  service  the  steamers  began  to  make  their  exit  one  by  one. 

"DAN"  AND  "HARRY" 

Torn  between  their  desire  for  a  new  motor  pump  and  sorrow  over  the  loss  of  Dan  and  Harry , 
the  two  animals  which  pulled  the  last  pumper,  District  Chief  George  Bell  and  the  firemen  of 
Brockton  Hall  were  a  trifle  reluctant  about  letting  the  two  faithful  steeds  go.  The  steamer,  a 
Waterous,  had  been  in  use  since  1910  in  that  hall.  Dan  and  Harry  had  been  drawing  it  for 
six  years  when  their  service  over  with,  the  mechanical  motor  replacing  them,  they  were  sold, 
the  fate  of  their  fellow  mates  in  other  halls.  Both  horses  and  steamer  had  been  mute  witnesses 
to  many  changes  on  the  department  and  of  many  conflagrations.  The  engine  had  done  service 
in  Mount  Dennis  and  Weston  as  well  as  in  the  city.    It  was  in  use  also  at  the  Sanitarium. 

MOTORS  MORE  SERVICEABLE 

There  can  be  no  doubt  as  to  the  fact  that  the  motor  pumpers  are  more  serviceable  and  go 
towards  making  the  department  more  able  to  render  the  proper  fire  protection  needed  for  a 
city  of  nearly  three-quarters  of  a  million  population.  As  the  years  went  by  the  pumpers  were 
improved  upon  until  to-day  when  a  motor  pumper  is  bought  it  not  only  replaces  the  old  horse- 
drawn  steam  engine  but  also  the  ancient  horse-drawn  hose  wagon,  and  adding  to  these  two  the 
modern  chemical  wagon. 

So  that  the  motor  pumps — a  one  wagon  affair — takes  the  place  of  three  wagons,  acting  as 
pumpers,  hose  wagon  and  chemical  when  needed.  It  means  economizing  in  halls,  in  men  and 
in  the  expense  of  running  and  upkeep.  It  travels  much  faster,  there  is  no  danger  of  anyone 
becoming  overtired,  and  it  can  move  from  one  end  of  the  city  to  the  other  on  very  short  notice. 
There  are  five  triple-combination  motor  pumpers  and  six  double  combination  motor  pumpers 
on  the  department.    The  triple  pumpers  are  valued  at  $17,000  and  weigh  about  7,400  pounds. 

A  problem  for  the  department  to  solve  will  be  what  to  do  with  the  old  "steamers."  They 
have  been  offered  for  sale,  but  they  are  now  so  ancient  not  even  the  small  cities  will  buy  them. 
It  is  believed  they  will  have  to  be  scrapped  and  sold.  There  are  now  left  on  the  department 
twenty-two  horses,  and  they  are  disappearing  slowly  but  surely. 

We  look  back  but  one  year  and  see  the  department  still  progressing  favorably  and  becoming 
motorized  slowly  but  surely.  Four  more  motors  were  purchased  during  1922,  two  being  pumpers, 
one  an  aerial  and  the  other  a  service  truck.  The  two  pumpers  were  purchased  in  August  and 
placed  in  Yonge  Street  and  Yorkville  Avenue  halls. 

NEW  HALL— NEW  TRUCK 

For  the  service  truck  a  new  hall  was  built.  It  adjoins  the  fire  hall  at  College  and  Bellevue 
and  a  more  up-to-date  cosier  place  or  more  pleasant  would  be  hard  to  find.  Another  hall  was 
built  on  Ashbridge's  Bay  but  to  date  no  wagon  has  been  placed  in  it  to  do  duty.    The  waterfront 
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Every  Young  Man  and 
Woman  should  be  edu- 
cated along  practical 
lines  for  self-support  and 
commercial  production. 
SHAW'S  SCHOOLS, 
Toronto,  give  the  best 
courses  available  for  the  enjoyment  of  these  results.  Instruction  is  given  in  Day  and 
Evening  Sessions  in  Eleven  Schools  in  the  City,  and  also  through  Home  Study  Courses 
by  Mail.     Full  particulars  on  request  to  Head  Office  at  46  Bloor  St.  West,  Toronto. 


W.  H.  SHAW,  President 


P.  McINTOSH,  Chief  Principal 


Established  1855 

CANADA  PERMANENT 
Mortgage  Corporation 

Head  Office       Toronto  Street  Toronto 


President — W.  G.  Gooderham 
Vice-President — E.  R.  C.  Clarkson 
General  Manager- — John  Massey 
Assistant  General  Manager- — George  H.  Smith 


Paid=up  Capital     =  $7,000,000.00 

Reserve  and  Surplus  Funds      =  7.271,136.60 

Investments  =  39,077,608.12 

Deposits  Received 

Debentures  Issued 


Jas.  T.  Gilchrist 
Lumber  Co. 

GLADSTONE  AVE.  and  BLOOR  ST.  WEST 


LUMBER 


OF  EVERY  DESCRIPTION 


Office  Fittings  and  Interior  Wood- 
work 

Telephone  Kenwood  0438 


PURE  AND  DELICIOUS 


TRULY  DELICIOUS! 


THE  ONE  TEA  THAT  IS  ALWAYS 
RELIABLE 


JUST  TRY  IT 
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has  not  built  up  yet  is  the  reason  given.  It  is  there  when  needed.  The  last  two  halls  added 
made  a  grand  total  of  thirty-one  stations. 

TWO  FIREMEN  KILLED 

Two  fatalities  mar  the  year's  record.  Fireman  J.  Johnson  fell  from  his  truck  while  respond- 
ing to  an  alarm  on  Queen  Victoria  Day— May  24th— and  died  as  a  result  of  injuries  received. 
Fire  crackers  was  the  cause  of  the  blaze. 

The  second  death  was  even  more  sudden.  Lineman  Jack  Murdock,  of  the  Fire  Alarm 
Signal  Service,  was  testing  a  box  just  across  from  the  Headquarters  on  Adelaide  St.  West  when 
he  was  electrocuted. 

He  had  opened  the  first  door  of  the  alarm  box  and  had  inserted  the  key  to  the  second  door 
when  he  was  electrocuted.  The  ground  he  stood  on  was  wet,  rain  having  fallen  previously. 
His  fellow  worker  with  him  attempted  to  drag  the  unfortunate  man  from  the  box  but  was  only 
burned  about  the  hands  and  face  in  the  attempt.  A  blanket  was  used  to  pull  the  man  away. 
He  was  dead. 

HORSES  DIMINISH  QUICKLY 

With  the  addition  of  the  four  trucks,  eight  horses  were  sent  to  the  stables.  In  1915  there 
were  108  horses. 

The  strength  of  the  force  decreased  by  two  men.  There  were  2,413  alarms  answered  and 
the  total  fire  loss  for  the  year  is  $1,809,701,  much  less  than  last  year's  loss.  Of  fires  the  year 
had  its  share. 

Seventeen  persons  were  imperilled  when  fire  broke  out  in  the  three-storey  rough  cast  building 
at  Yonge  and  Ann  Streets  shortly  before  5  o'clock  on  the  morning  of  January  19th,  1922,  while 
$15,000  loss  was  suffered. 

Firemen  were  on  the  job  promptly  and  subdued  the  flames  within  two  hours.  Many 
families  had  to  seek  new  quarters.    The  firemen  were  called  upon  to  do  rescue  work. 

Over  $50,000  damage  was  done  to  the  Allen  building  at  Simcoe  and  Pearl  Streets  when  fire 
started  on  Wednesday,  March  15th.  The  Swiss  Laundry  was  also  damaged  by  smoke  and 
water.    The  fire  was  confined  to  the  upper  two  floors  of  the  building. 

The  third  short  and  furious  blaze  which  necessitated  a  second  alarm  being  turned  in  orig- 
inated in  the  D.S.C.R.  garage  and  Vet-Craft  shops  on  Dupont  Street  on  March  23rd.  The 
returned  men  suffered  a  loss  of  all  their  handiwork  and  many  large  motor  trucks,  the  aggregate 
loss  being  $40,000.  Fireman  Wesley  Cook  was  overcome  by  smoke.  He  is  attached  to  Rose 
Avenue  crew.    Good  pressure  and  plenty  of  water  gave  the  firemen  the  handicap  over  the  blaze. 

ANOTHER  LANDMARK  GOES 

The  Old  Royal  Theatre  building,  a  landmark  in  Toronto,  was  gutted  by  a  noon  hour  blaze 
on  July  5th  which  did  approximately  $150,000  damage.  The  Ives  Bedding  Company  and  the 
Standard  Hat  were  the  main  losers.  The  blaze  was  believed  to  have  been  an  incendiary  and 
police  investigated.  A  man  was  alleged  to  have  been  seen  hanging  around  the  place.  He  was 
never  located,  if  he  existed.  The  building  had  once  been  the  first  theatre  Toronto  called  its 
own  and  was  then  known  as  the  "Royal  Lyceum."  This  was  in  1848.  Many  distinguished 
actors  and  actresses  were  seen  on  that  stage  in  years  gone  by. 

SWIFT  CANADIAN  PACKING  GOES  UP  IN  SMOKE 

Blinded  and  choking  by  heavy  smoke  and  ammonia  fumes,  with  total  disregard  for  their 
own  safety,  and  with  seeming  unlimited  capacity  for  punishment,  firemen  for  five  long  weary 
hours  battled  a  most  stubborn  blaze  in  the  north-west  wing  of  the  Swift  Canadian  packing  plant 
in  West  Toronto  on  September  8th. 

The  roof  collapsed  shortly  after  the  firemen  got  there.  The  blaze  broke  out  inside  the 
building  and  it  was  fully  two  hours  before  it  showed  itself  to  the  firemen.  A  few  hundred  thousand 
pounds  of  lard  burned,  2,000  carcasses  of  lamb,  100  of  beef  and  sausages  galore.  Thirty-eight 
lines  of  hose  were  played  on  the  building  before  the  flames  were  beaten  out,  and  a  damage  of 
close  to  $200,000  done. 

Several  times  the  firemen  had  close  calls,  while  after  fighting  the  smokey,  fumey  blaze  from 
within  the  building  they  would  come  out  bleary  eyed  and  sick  with  ammonia  fumes.  During 
the  blaze  the  radial  service  was  tied  up. 
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1  255  Queen  Street  West 

Phone  Lakeside  2950 

J.  Slichter  &  Sons 

Phone  Gladstone  01  36 

"Grower" 

Creber  Bros. 

Florists 

GRANITE  and  MARBLE, 

^  Floral  Arrangements  for 

MONUMENTS 

every  occasion. 

^  We  specialize  in  subscrip- 

tion orders. 

Manufacturers  and  Importers 

Cfl  Artistic  workmanship  and 

value  for  your  money. 

204  KINGSTON  ROAD 

5  1  5  LOGAN  AVENUE 

West  Norway  Cemetery 

GERRARD  1599 

TORONTO,  CANADA 
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ELEVEN  MEN  INJURED  AT  FIRE 

Eleven  firemen  were  injured  while  $40,000  damage  was  done  by  a  fire  which  twice  visited 
the  factory  of  the  Adjustable  Dress  Form  Company,  14  Millstone  Lane,  shortly  after  5  o'clock 
on  the  morning  of  October  5th.  The  blaze  started  in  the  basement  and  spread  rapidly.  The 
fire  was  not  a  spectacular  one  but  dense  smoke  hindered  the  firemen  somewhat. 

The  men  injured  were  Fred  Walsh,  Lieut.  Nick  Courtney,  Samuel  Cole,  Capt.  W.  Hawkes, 
Dick  Britton,  J.  Sproule,  A.  Davidson,  E.  Barbeau,  Harry  Tuttey,  W.  Stevenson  and  J.  Murley. 
They  were  injured  and  some  also  overcome.  J.  Sproule  and  N.  Courtney  had  to  go  to  hospitals 
while  the  others  were  attended  by  medical  men  and  resumed  duty.  Much  machinery  was 
destroyed.    Overhead  wires  were  a  hindrance  to  the  firemen  as  well  as  a  danger. 

ANOTHER  PUNISHING  BLAZE 

Half  a  dozen  firemen  were  once  more  casualties  at  a  blaze  which  broke  out  in  the  basement 
of  the  Sterling  Furniture  Company,  291  Yonge  Street  on  December  11th.  Noise  of  an  explosion 
and  breaking  glass  gave  the  alarm. 

The  firemen  narrowly  escaped  drowning  when  while  fighting  the  blaze  in  the  cellar  a  water 
main  burst  and  flooded  the  basement  with  water  to  their  waists.  Heavy  smoke  fumes  soon 
troubled  the  firemen  after  being  in  the  building  for  some  time,  and  as  they  were  overcome  they 
dropped  below  the  surface  of  the  water.  Other  firemen  however  rescued  them  in  time.  It  was 
dangerous  work  from  the  start.  The  firemen  were  much  hampered  by  the  stock.  The  loss 
was  placed  at  $55,000. 

DOG  RAISES  ALARM 

The  alarm  given  by  a  dog  to  a  fire  which  broke  out  in  the  stable  and  ice  house  of  the  Lake 
Simcoe  Ice  Company  at  43  Florence  Street  the  next  day,  seventeen  families  were  aroused;  the 
fear  that  flying  sparks  would  ignite  their  homes  which  surrounded  the  burning  building  caused 
them  to  flee,  taking  what  valuables  were  portable. 

Stable  and  ice  house  adjoined  formed  a  rectangular  building.  It  was  isolated  in  a  field 
and  enabled  the  firemen  to  get  at  it  from  all  sides.  Fourteen  horses  were  suffocated  and  burned 
while  100  sets  of  harness  were  lost.    The  loss  was  about  $15,000. 

FIRE  LAUNCH  IN  1923 

In  this  year,  the  last  record — 1923 — the  latest  addition  is  a  modern  fire  launch,  called  the 
"Charlie  Reed."    It  replaces  the  fire  tug  "Clarke,"  hired  by  the  city. 


CITY  OF  TORONTO  FIRE  BOAT,  INSTALLED  1923 


lillillllllilllllliiiiilliiiiiini  iiiiiiiiii  -  m;  "m. hi:  mi.  h  ■.  '■  i  'i!  ■  ■   i  urn  ■  "■■ "    ■  ■  ":  ^  'i,  ■  i  1 '!" :  ^ '    '"!' 1  1  nm   me 


plllllllllllllllllllllllllllllllllllllllllllllllllllli 

iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiih 

40  YEARS 

Oakland  Dairy  Limited 

AS  LAUNDERERS  TO 
DISCRIMINATING  PEOPLE 

WHOLESALE  ONLY 

1 

ivlay  We  oerve  You 

Catering  to  Hotels,  Res- 
fan  ra nts  a  nrl  Cirorprv 
Stores  in  Milk,  Cream, 
Butter  and  Eggs. 

1 

= 

Brighton  Laundry,  Limited 

SERVICE  AND  QUALITY 

1 

(The  Careful  Laundrymen) 

826  BLOOR  ST.  W.     =  TORONTO 

Trinity  0638  and  8866 

Kenwood  0989 

106-110  NASSAU  STREET 

Phones  Adelaide  2841 

Nights  and  Sundays 
Phones  Hudson  1789,  Hillcrest  5101 

Carter  Welding  Company 
of  Toronto,  Limited 

Phone  Adelaide  0422 

A.WELLER&CO. 

LIMITED 
Established  1876 

The  Largest  and  Oldest  Acetylene  Welding 
Firm  in  Canada 

Carpenters,  Builders 

Oxy-Acetylene,  Electric  and 
Thermit  Welding 

and  Contractors 

Sole  Distributors  for  Canada  of  the 

"Rego"  Welding  snd  Gutting 
Apparatus 

Manufacturers  of  Interior  Fittings 
All  Kinds  of  Woodwork 

OFFICE  AND  WORKS 

165  Adelaide  St.  W.,  TORONTO 

54  TECUMSEH  STREET 
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The  launch  is  50  feet  long  and  12  feet  over  all  the  width.  It  is  fitted  with  two  motors,  one 
for  driving  and  another  for  pumping,  and  has  a  capacity  of  1,200  gallons  a  minute.  It  has  a 
speed  of  14  miles  an  hour  and  a  crew  of  five  men,  a  pilot  and  four  firemen.  There  are  two  com- 
bination pumpers  and  two  trucks  on  order  to  be  delivered  this  year. 

And  now  we  view  the  department  from  a  close-up  vantage  point.  It  is  the  last  year  on 
record,  and  on  looking  over  the  Toronto  Fire  Department  one  cannot  find  a  more  efficient  force 
in  any  city  on  the  continent. 

SUMMARY  OF  GROWTH 

Growing  from  a  voluntary  brigade  to  a  red-shirt  troupe,  then  to  a  blue-uniformed  smart 
brigade,  the  department  has  progressed  with  remarkable  speed  to  a  rating  and  standard  that 
is  hard  to  beat. 

The  strength  of  the  department  to  the  present  date  is  approximately  652  members,  including 
office  staff,  officers  and  men,  34  fire  motor  trucks,  eleven  rigs  with  22  horses,  and  the  fire  launch. 
There  is  as  complete  a  fire  signal  alarm  system  here  as  in  any  city,  and  it  covers  Toronto's  area 
of  thirty-two  square  miles.  The  thirty-one  fire  halls  are  spread  at  the  best  points  of  vantage 
in  the  city,  that  will  offer  the  maximum  protection.  A  most  up-to-date  garage  in  charge  of 
James  Agnew  is  also  boasted  of. 

Chief  William  Russell  has  two  deputy  chiefs  and  fourteen  district  chiefs  that  cover  the 
districts.  Thev  are:  Deputy  Chiefs  George  Sinclair  and  Duncan  McLean;  District  Chiefs  W. 
Corbett,  A.  Gunn,  T.  R.  Jones,  J.  C.  Dunn,  J.  W.  Fox,  Thos.  Tate,  J.  O.  Poole,  G.  A.  Bell,  F. 
Milligan,  W.  Davidson,  E.  Kearns,  John  McQueen,  C.  J.  Fox  and  J.  S.  See. 

Such  is  the  Toronto  Fire  Department  in  the  year  1923  A.D.,  and  there  are  very  few  com- 
plaints registered  against  the  department. 


END  OF  HISTORY  TO  1923 

While  1923  has  not  completed  its  full  run  of  twelve  months  it  has  however  had  its  share  of 
large  fires. 


CANADIAN  GENERAL  ELECTRIC,  KING  ST.  SUBWAY 
March  11th,  1923 
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PETRI  ES 
MACHINERY 

TORONTO 


Puritan  Laundry  Co., 

LIMITED 

"FOR  SERVICE" 


Trinity  0814-0815 


292  Brunswick  Ave. 


TORONTO 


Phillips  Bros.  Shoe  Co.  Limited 

Children's  and  Misses' 

School  Boots 

Pumps  and  Oxfords 

Boys'  and  Youths'  Bals  and  Bluchers  for  heavy 
and  medium  wear,  also  Women's  Pumps 
and  Oxfords  in  Patent,  Chocolate  and 
Gun  Metal  Leathers 

Prices  to  Jobbers  on  request 

1191  Bathurst  St.       TORONTO,  Can. 


Established  1884 


Phone  Main  2453 


Thomson  Bros.  Limited 

GENERAL 
CONTRACTORS 


413  Ryrie  Building 


TORONTO 


ROYAL  BEDDING  CO. 

Manufacturers  of 

ALL  KINDS  OF  MATTRESSES 


49  Peter  Street 


TORONTO 


PHONE  TRINITY  2628  Quick  Service  to  any 
Master  Cleaners  &  Dyers  part  of  the  City 

City  Dye  Works,  Limited 

FRENCH  CLEANERS  &  DYERS 
Pressing  and  Repairing 


OFFICE  &  WORKS,  349-351  COLLEGE  STREET 
TORONTO 


WESLEY  E.  BARKER 

Insurance 


186  King  Street  West,  TORONTO,  Ont. 

Telephone  Adelaide  0819 


COMPLIMENTS 

Wm.  Rennie  &  Co.  Limited 


Adelaide  &  Jarvis  Streets,  TORONTO 
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Twelve  homes  were  wiped  out,  forcing  twelve  families  to  flee  when  fire  swept  away  eight 
military  "huts"  located  in  Rosedale,  just  north  of  St.  Andrew's  College,  on  February  3rd,  doing 
a  damage  of  some  $75,000.    Fifty-six  persons  were  rendered  homeless. 

The  pressure  was  very  poor  and  there  was  a  lack  of  water,  which  meant  a  serious  handicap 
to  the  firemen.    Prompt  relief  were  given  the  families  by  the  military  authorities. 

The  Canadian  General  Electric  Company  suffered  the  loss  of  their  Vacuum  Tube  Division 
factory,  in  King  Street  subway,  by  a  Sunday  fire,  on  March  12th.  The  building  and  contents 
lost  were  valued  at  $75,000.  On  account  of  the  vast  space  it  covered  it  took  many  lays  of  hose 
to  fight  the  blaze.    The  danger  lay  in  the  wall  collapsing  at  any  t'.me. 


PARKDALE  CANOE  CLUB,  APRIL  23th,  1923 


Eight  firms  in  a  building  at  40  Adelaide  Street  West  were  wiped  out  by  a  fire  which  broke 
out  on  the  top  floor  and  spread  rapidly  on  the  early  morning  of  March  18th.  The  damage  was 
said  to  be  about  $125,000.  It  proved  a  stubborn  blaze  and  was  all  inside  the  building.  Very 
little  flame  was  noticed  from  the  outside. 

One  week  later  fire  broke  out  in  the  adjoining  building  destroying  it  and  My  Valet  plant, 
doing  a  damage  of  $75,000.  The  cause  of  the  blaze  was  never  found  out  although  an  investigation 
was  held. 

Breaking  out  in  a  girl's  studio  and  spreading  with  such  force  that  the  firemen  for  a  while 
were  unable  to  stop  its  progress,  fire  of  unknown  origin  originated  in  the  Havergal  College,  on 
Jarvis  Street,  on  April  18th,  and  as  a  result  $15,000  loss  was  suffered  while  500  girl  students, 
residents  and  day  pupils  were  without  class  rooms.  The  blaze  occurred  during  the  day,  which 
was  very  fortunate.    Had  it  occurred  at  night  many  lives  might  have  been  lost. 

P.C.C.  LOSE  CLUB  HOUSE 

The  charred  shell  of  the  former  imposing  structure  of  the  Parkdale  Canoe  Club  alone  tells 
the  tale  after  being  visited  by  fire  on  April  26th,  which  is  believed  to  have  been  of  incendiary 
origin.  The  beautiful  club  rooms  with  dance-hall,  dining  hall,  billiard  rooms,  studios  and  boat 
houses  are  naught  but  ruins.    The  loss  is  $130,000. 

This  was  the  second  blaze  within  a  week.  The  first  one  was  nipped  in  the  bud  and  no  loss 
suffered.    It  was  also  believed  to  have  been  incendiary. 
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THE  LONDON  MUTUAL 
Fire  Insurance  Co.  of  Canada 

ESTABLISHED  1859 

Assets  •  -  $1,083,905.07 
Surplus  to  Policyholders  $361,777.97 


Fire  and  Automobile  Insurance 


Head  Office 
33  SCOTT  ST.  TORONTO 

A.  H.  C.  CARSON,  President 


SATISFACTION 


In  PRICE,  QUALITY 

and  SERVICE 
is  what  you  are  sure  of 
when  you  deal  with 


The  Russill  Hardware  Co. 

126  EAST  KING  STREET 
TORONTO 


Armstrong  Motors 


LIMITED 

SALES  SERVICE 


FORD  DEALERS 


"GUARANTEED  SERVICE 


179-181  KING  STREET  WEST 

(3  Doors  West  of  Princess  Theatre) 
Telephones— Adelaide  6057-6058-6059 


W.  A.  Porter  &  Co. 


PLUMBERS' 
SUPPLIES 

221  CHURCH  STREET 
TORONTO 

Phone  Main  0903 
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The  blaze  was  very  spectacular  and  could  be  seen  for  miles  around.  As  the  club  house  is 
situated  right  on  the  Lake  it  made  a  pretty  scene  viewed  from  a  boat  miles  out  on  the  Lake. 

There  was  much  talk  complaining  of  the  firemen's  tardiness  in  getting  to  the  blaze,  but  this 
was  denied  by  the  Chief  and  records  bore  out  his  denial.  The  firemen  battled  the  blaze  some 
hours  before  conquering  the  flames.    The  last  big  fire  the  Canoe  Club  suffered  was  in  1913. 

Once  again  Toronto's  heart  of  the  commercial  block  was  threatened  by  fire  when  it  broke 
out  at  33  Front  Street  West  doing  a  damage  of  over  $100,000,  and  destroying  two  large  concerns, 
Higgins  and  Burke,  and  Morin  &  Co.  Nine  firemen  had  a  narrow  escape  from  serious  injury 
while  fighting  this  blaze  when  an  explosion  occurred,  blowing  out  all  the  windows  close  by  where 
the  firemen  stood  directing  the  water  into  the  burning  building.  Fireman  Eddie  Cosgrove  suf- 
fered from  a  severed  artery.  The  blaze  was  checked  within  15  minutes,  so  fast  did  the  firemen 
work,  and  with  such  feverish  haste,  successfully  avoiding  the  catastrophe  of  1904. 

SO  ENDETH  HISTORY 

This  history  of  the  Toronto  Fire  Brigade  is  complete,  and  there  are  not  many  cities  that 
can  boast  of  an  eventful,  more  rapid  progress  or  a  finer  body  of  men  than  the  Fire  Fighters  of 
the  Toronto  Brigade. 


Upper — New  Ashbridge  Bay  Hall  Exhibition  Hall 
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EMPIRE 

THEATRE 

iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiii 
New  Show  Every  Week 


LADIES'  MATINEE  EVERY 
DAY 


Jones  Bros.  &  Co.,  Limited 

The  Largest  Manufacturers 
in  Canada  in 

SHOW  CASES  and 
STORE  FIXTURES 

Head  Office 

29-31  Adelaide  St.  West,  TORONTO 


ENVELOPES 

Are  necessary  at  all  times.  As  manufacturers 
we  are  in  a  position  to  meet  your  requirements, 
maintain  your  standard  of  quality,  and  save 
money  for  you. 

We  would  appreciate  an  opportunity  of  furn- 
ishing samples  and  prices. 

BOUVIER  &  HUTCHINSON 

Phones  Main  7933-7934 
29-33  Lombard  Street,  Toronto 


Laxative  Syrup  Pepsin 

THE  FAMILY  LAXATIVE 
FOR  EVERY  HOME 


As  sure  as  the  Sun 
rises." 


Safe  for  the  Children 
and 

good  for  the  Grown-ups 


Send  name  and  address 
for  Free  Sample 

Manufactured  by 

Pepsin  Syrup  Company  Limited 

TORONTO,  ONTARIO 

For  Sale  at 
ALL  DRUG  STORES 


QUALITY  GOODS  FOR  QUALITY 
PEOPLE 

R.  Barron  Limited 

IMPORTERS  &  GROCERS 
724-728  Yonge  Street   -  Toronto 


THE  GREENSPOON  FUR  COMPANY 

MANUFACTURING  FURRIERS 

Announcing  our  new  Fall  line  of  high  class 
fur  garments  in  finest  quality  Mink,  Kolinsky, 
Hudson  Seal,  Squirrel,  Coon,  Muskrat  and 
Persian  Lamb. 

Our  motto  in  the  designing  of  fur  garments  is 
"individual"  service,  we  take  pride  in  fitting 
you  properly  in  lines  becoming  to  your  figure 
and  personality. 

For  such  high-grade  workmanship  and  per- 
sonal attention  you  will  find  our  prices  decidedly 
reasonable. 

114-116  ADELAIDE  STREET  WEST,     -  TORONTO 
Phone  Adelaide  5905 
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MEMBERS  OF  1  AND  2  SHIFTS,  HEADQUARTERS  FIRE  STATION,  ADELAIDE  ST. 


Reading  Left  to  Right: — H.  Flemming,  W.  McCallum,  L.  Dillon,  R.  Brittori,  j.  McGraw,  F.  Reeks,  P.  Sawdon, 
R.  Hamill,  E.  Aggett,  G.  Wardel,  E.  Sullivan,  Lieut.  S.  Wilkinson,  Deputy  Chief  G.  Sinclair,  J.  Davidson,  J.  Winters, 
J.  Major,  E.  Hodgson,  W.  Corbett,  G.  Warren,  J.  Timney,  Lieut.  H.  Smith,  F.  Rodwell,  H.  Hale,  Capt.  E.  Hagerman, 

N.  Ramsden,  L.  Leigh. 


Reading  Left  to  Right: — 

Top  Row:  H.  Hollingworth,  W.  Grealis,  G.  Kyle,  T.  Coleridge,  D.  Caskie,  A.  Parm,  A.  Paul,  E.  Cosgrave. 
Middle  Row:  J.  Bennett,  A.  Bennett,  W.  Chadwick,  W.  Sproule,  W.  R.  Cox,  W.  Beamish,  T.  Wilkinson,  J.  Wilson. 
Bottom  Row:  A.  Parks,  Lieut.  G.  Cluff,  Capt.  S.  Best,  Deputy  Chief  D.  McLean,  Capt.  A.  Cochrane,  Lieut.  J.  Shaw, 

Lieut.  J.  Price. 
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L.  R.  STEEL 

Compliments 

1 

I 
1 

Service  Corporation  Limited 

r 

SILKS  LIMITED 

1 

s 

■ 

Offices  in  Principal  Cities 

UN  I  TED  STATES 

| 
1 

AND  CANADA 

1 
I 

EXECUTIVE  OFFICES,  CANADA: 

100  WELLINGTON  ST.  WEST 

ROYAL  BANK  BUILDING 

TORONTO 

TORONTO 

Elgin  2271 

Nelson  B.  Cobbledick 

For  producing  best  Drapery  Effects 

USE 

DIRECTOR  OF 

ROYAL 

Jf uneral  ikrbtce 

Flat  Extension  Curtain  Rods 

2068  OUEEN  STREET  EAST 

Gladstone  0676 

Will  Not  Sag,  Rust  or  Tarnish 

2560  DANFORTH  AVENUE 

Grover  1402 

Manufactured  by 

AMBULANCE  DEPARTMENT 

Geo.  H.  Hees,  Son  &  Co.  Limited 

Phone  Grover  1402 

TORONTO 
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MEMBERS  OF  1  AND  2  SHIFTS,  STATION  No.  1,  BAY  ST. 


Reading  Left  to  Right: — Capt.  J.  Potts,  J.  Clancy,  S.  Cole,  F.  McPhail. 


Reading  Left  to  Right: — G.  Bradley,  W.  Keys  ,F.  Wilson,  E.  Tierney,  Lieut.  G.  Ouarrington.  ^ 
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The  Importance 

of  the  Label 
in  your 

Fur  Coat 

True  economy  is  not  gauged  by  price 
alone.  The  price  loses  its  importance 
after  the  time  of  purchase;  then  fol- 
lows the  test  of  value. 
Value  in  furs  is  determined  by  Quality, 
Service  and  Enduring  Satisfaction, 
and  when  these  accompany  your  pur- 
chase they  represent  real  economy. 
A  Holt  Renfrew  Label  in  your  garment 
stands  for  our  guarantee  of  Style, 
Authority,    Quality,    Price,  Honesty. 

HOLT,  RENFREW  &  CO. 

LIMITED 

Yonge  and  Adelaide  Sts. 


No  More  Punctures, 
or  Blowouts! 


"THE  WONDER  TIRE" 

A  pneumatic  cord  tire  that  carries  a  guarantee 
for  one  year  against  leakage  from  punctures, 

blow-outs  or  stone  bruises,  regardless  of  mileage. 


Made  and  Sold  exclusively  by 

THE  TIGER  TIRE  &  RUBBER  CO.  Ltd. 

44  ADELAIDE  STREET  WEST 

FREE — For  a  name  for  this  new  "Wonder  Tire" 
the  Tiger  Tire  and  Rubber  Co.  will  give  a  set  of 
Tiger  Cords. 


"  THE  VETERAN  FUNERAL  PARLORS  " 
PHONE  GERR.  0893 

HERB.  W.  BROWN 

Undertaker 
&  Cmtmlmer 
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DANFORTH  AVENUE 
TORONTO 


Compliments  of 


Steele,  Briggs  Seed  Co. 


LIMITED 


49  Spadina  St. 


TORONTO 


Dart  Union  Co.  Limited 


TORONTO 


PIPE  COUPLINGS 
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MEMBERS  OF  1  AND  2  SHIFTS,  No.  2  FIRE  STATION,  PORTLAND  ST. 


Reading  Left  to  Right: — J.  Saunders,  R.  Harrison,  (On  seat)  J.  Smith,  Lieut.  G.  Sweetman;  R.  Bullock,  W.  Hard- 
wick,  F.  Wiltse,  D.  McCreery,  H.  Tutty,  Dist.  Chief  W.  Davidson,  W.  Walker,  T.  Purchase,  H.  King,  W.  Davidson, 

S.  Dunn,  Capt.  J.  Leslie. 


Reading  Left  to  Right: — Back  Row:  G.  Hurd,  H.  Eward,  S.  Brown,  C.  Andrews. 

Middle  Row:  H.  Forbes,  C.  O'Hara,  G.  Smith,  W.  Knott,  J.jrFletcher,  T.  Armstrong,  W.  Flemming. 

Bottom  Row:  A.  McDonald,  Capt.  A.  Deans,  District  Chief  W.  Corbett,  Lieut.  J.  Joyce,iD.  McKittrick 
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YOU  WANT 

Good  Milk 

Good  Service 
GRIMSBY  DAIRY 

SUPPLIES  BOTH 

Our  Down  Town  Delivery  serving  Offices, 
Hotels  and  Apartments  is  Unxecelled  for 
Regularity 


Dairy :  110  Robert  Street 

North  from  302  College 

Phone  TRINITY  2158 


Phone  Kenwood  3739 

St.  Glair  House  Wrecking  & 
Construction  Go. 

Dealers  in 

SECONDHAND  &  NEW  BUILDING 
MATERIAL 

Contracts  taken  for   Demolishing    all  kinds  of 
Buildings  anywhere  in  Canada 

Office  and  Yard,  1360  Dufferin  St.,  TORONTO 


COMPLIMENTS  OF 


RANKIN  &  CO. 


LIMITED 


1536  DUNDAS  ST.  W. 
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Manufacturers  of 

EXCELSIOR,  WOOD  WOOL,  HARD= 
WOOD  FLOORING,  BROOM 
and  MOP  HANDLES 


COMPLIMENTS  OF 


LOWE  BROTHERS 

LIMITED 

PAINTS  and  VARNISH 
MANUFACTURERS 


Halifax  TORONTO  Winnipeg 


GOOD  C>  C3  A  I  

PHONE  KENWOOD  0949 

Central  Coal  Co. 

Cor.  Van  Home  and  Dovercourt 

NO  CLINKERS  MORE  HEAT 


ADAMS  BROS. 

HARNESS   MFG.  CO. 


795  KING  WEST 


Adelaide  1626 
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I  MEMBERS  OF  1  AND  2  SHIFTS,  No.  3  FIRE  STATION,  YONGE  ST. 


Reading  Left  to  Right: — District  Chief  T.  Jones,  D.  Barnes,  A.  Morrison,  T.  Page,  W.  Price,  T.  Knight,  (On  seat) 

J.  Jay,  Lieut.  F.  McCurry,  Lieut.  J.  Whatling,  S.  Oliver. 
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Norwich  Union 
Fire  Insurance 

Society,  Limited 


INSURANCE  AGAINST 

FIRE 

ACCIDENT  and  SICKNESS 
EMPLOYERS'  LIABILITY 
AUTOMOBILE,  PLATE  GLASS 


Head  Office  for  Canada: 

NORWICH  UNION  BUILDING 
12-14  WELLINGTON  ST.  EAST 
TORONTO 

JOHN  B.  LAIDLAW,  Manager 


G.W.C.  Graham  &  Co. 


Jfuneral 
2Strector£ 
anb 

€mbalmer3 


Phone  Kenwood  0667 

PARLORS:  715  DOVERCOURT  RD. 


Low=Base  Safford  Mogul 


ctional  View 


The  "MOGUL" 

Makes  Good  Every  Time 

\Y7HEN  you  consider  that  manufacturing  Boilers 
and  Radiators  is  our  first  and  biggest  respon- 
sibility —  When  you  bear  in  mind  that  we  are  the 
largest  manufacturers  of  Boilers  and  Radiators 
in  the  Dominion  of  Canada.  Is  it  any  wonder 
that  the  SAFFORD  MOGUL  line  is  the  last  word 
in  heating  boilers  ? 

Every  MOGUL  leaving  our  plant  is  inspected 
by  a  staff  of  specialists,  men  who  know  the  manu- 
facture of  boilers  from  A  to  Z,  and  that  is  why 
the  SAFFORD  MOGUL  makes  good  every  time 
and  all  the  time. 


The 


Dominion  Radiator  Company 


LIMITED 

HAMILTON,  ONT.  TORONTO  MONTREAL,  QUE. 

ST.  JOHN,  N.B.  UUUi       V  WINNIPEG,  MAN. 

CALGARY,  ALTA.  OTTAWA  VANCOUVER,  B.C. 
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MEMBERS  OF  1  AND  2  SHIFTS,  No.  4  FIRE  STATION,  BERKELEY  ST. 


Reading  Left  to  Right: — A.  Smith,  Capt.  F.  Bird,  W.  Culling,  C.  Strohm,  J.  Ridout,  G.  Woods,  District  Chief 
J.  See,  H.  B.  Smith,  W.  Williams,  H.  Corking,  C.  Nicholson,  H.  Hitchin,  G.  Ball,  Lieut.  S.  Simpson. 


Reading  Left  to  Right:- — (On  seat)  W.  Dallimore,  (On  rear)  J.  Henry,  Lieut.  J.  Morrisey,  P.  Rossen,  J.  Stewart, 
J.  Bushbridge,  E.  Garrett,  G.  Kyle,  J.  Lackey,  W.  Wakelin,  H.  Armstrong,  Capt.  G.  Henderson,  (On  seat)  W.  Jodrell. 
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FAMOUS  FOR  COMFORT  AND  SERVICE 

Toronto  Mattresses 

Guaranteed  Sanitary 

Look  for  our  Trade  Mark  on  the  Mattress  you 
buy  and  you  will  be  sure  to  get  the  quality  and 
comfort.  Made  by 

TORONTO  BEDDING  CO. 

49  Duke  St.,  cor.  Frederick 
Toronto,  Canada         Phone  Main  5177 


The  Repository 


COULTER  BROS. 


PROPRIETORS 


Auction  Sales  of  Horses, 
Harness,  etc.,  every  Tues- 
day and  Friday. 

10-28  Nelson  Street,  Toronto 


Compliments  of 

C.  H.  PETCH 

Sole  Manufacturer  of 

' '  MODERN ' '  WATERPROOF 

DUTY  COATS  AND  PANTS 

The  Canadian  Firemen's 
Standard 

OTTAWA 


COMPLIMENTS  OF 

ROBERTS  BROS. 

grcfrttect*  anb  General 
Contractors 

Special  Attention  given  1  o  Repair  Work 
All  Kinds  of  Builders'  Equipment  for  Hire. 

PHONES: 
LAKESIDE  764  and  765 

241=3  DOVERCOURT  RD.  TORONTO 


BUY 

Reckitt's 

the  Reliable  Products 

BRASSO 
and 

OF 

SILVO 

RECKITT'S  (OVERSEA) 

LIMITED 

Polishes. 

Keen's 
Mustard 

COLMAN-KEEN  (Canada) 

LIMITED 

and 

and 
Keen's 
Blue. 

NUGGET  POLISH  CO. 

"Nugget" 
Shoe 

LIMITED 

Polishes 

CANADIAN  DISTRIBUTORS 

Famous  British  Made 


Contractors  British  Admiralty  Etc. 


POWLEY  &  MOODY,  LTD. 

105  BOND  ST.,  TORONTO 

VANCOUVER,  EDMONTON.    SASKATOON.  MONTREAL 


©ntarto  Casftet  anb 
s£>upplp  Companp 


Full  line  of  Cloth  Covered  Caskets 
Robes,  Linings  and  Hardware 

331  SYMINGTON  AVE. 


Day  Phone 
JUNCTION  3174. 


Night  Phone 
KENWOOD  1314 


Compliments 
of 

IMPERIAL 

OPTICAL  CO. 


21  DUNDAS  EAST 
TORONTO 
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MEMBERS  OF  1  AND  2  SHIFTS,  No.  5  FIRE  STATION,  LOMBARD  ST. 


Reading  Left  to  Right: — Capt.  A.  Bezley,  Lieut.  T.  Benson,  Lieut.  W.  Leslie,  J.  Mcllveny,  R.  Hawkes,  A.  Shee, 
W.  Schoales,  E.  Allingham,  J.  Wilson,  R.  Huggins,  W.  Dundas,  J.  Brady,  W.  Thompson,  C.  Babcock,  J.  Stevens. 


Reading  Left  to  Right: — Back  Row:  S.  Porter,  R.  Walsh,  W.  Watt,  J.  Kennedy,  J.  Blair. 
Middle  Row:  J.  Bowering,  F.  Henry,  A.  McNaughton,  C.  Booth,  R.  Scott,  J.  Robinson. 
Bottom  Row:  J.  Conley,  Lieut.  C.  Baker,  Capt.  J.  Allen,  Lieut:  G.  Ellis,  S.  Speers. 
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COMPLIMENTS  OF 

Home  Furniture 

Company 


343  -  345  QUEEN  ST.  EAST 
TORONTO 


Ontario  Soap  and  Oil  Co. 

Lubricating  Oils,  Greases,  Soaps 
Metal  Polishes,  Cutting  Compounds 

(Anti-Scale)  Boiler  Compounds  (Anti-Pit) 


Contractors  to  Railways 
Municipal  and  Government 
Institutions 


45  Dickens  Avenue 


Toronto 


PARKER'S  DYE  WORKS 


CLEANERS  AND 
DYERS 


Randolph  201  1 


791  Yonge  Street 
Toronto 


Compliments 


of 


Guardian  Realty  Co. 

of  Canada,  Ltd. 

Toron I  <  > 


THE 

COOPER  CAP 

COMPANY 


260  Spadina  Avenue 
Toronto  Ontario 


Aluminum  Specialty  Co. 


Limited 


ALUMINUM 
COOKING  UTENSILS 

and  SPECIALTIES 


60  John  Street 


Toronto 


W.  A.  Drummond 

&  Company 

DAIRY  APPARATUS 

AND  SUPPLIES 


77-79  Jarvis  St. 


Toronto,  Canada 


Phone  Main  2069 


Harry  Hicks  Co. 

ELECTRICAL,  SANITARY  and 
HEATING  ENGINEERS 

Contracts  and  Repairs 
203  Church  St.  Toronto,  Ont. 
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MEMBERS  OF  1  AND  2  SHIFTS,  No.  6  FIRE  STATION  QUEEN  ST.  WEST 


Reading  Left  to  Right: — G.  Grant,  J.  Andrews,  F.  Lusty,  Lieut.  F.  Connolly,  Capt.  A.  Tomlin,  G.  Allen. 


Reading  Left  to  Right: — (On  seat)  Lieut.  P.  Gallagher,  W.  Reid,  G.  Crowe,  F.  Walsh,  F.  Lester,  Lieut.  J.  Reid. 
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1 

1 

SUNNYSIDE        TORONTO,  ONT. 

Holy  Rosary  Church 

ST.  CLAIR  and  KENDAL  AVENUES 

1 
1 

1 

ST.  JOSEPH'S 

Sunday  Masses-7,  8,  9,  10,  11 

1 

1 

HOSPITAL 

o'clock 

Sunday  Evening— 7.30  o'clock 

Conducted  by 
THE  SISTERS  OF  ST.  JOSEPH 

Rev.  V.  J.  Murphy,  C.S.B., 
Pastor 

Rev.  M.  J.  Christian,  C.B.S., 
Assistant 

Fred,  B.  Myers 

ARCADE  FLORIST 

YONGE  ST.  ARCADE 

UNDERTAKER 

Nights,  Sundays  and  Holidays,  Junction  5357J 
Show  Room,  Main  1794 

&  EMBALMER 

GEO.  YARNER,  Prop. 

MOTOR  AMBULANCE 

COMPLIMENTS  NF 

Dunlop's  Florist 

2431  Yonge  Street  TORONTO 

8  ADELAIDE  WEST 
MAIN  1423 

Hudson  0076 
Residence,  Hudson  1329 

Nights  and  Holidays,  Gladstone  5516 
Trinity  8355 

^iiiiiiiiiiiiiiiiiiiiiiiiiiiiii!iiiiiiiii 
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MEMBERS  OF  1  AND  2  SHIFTS,  No.  7  FIRE  STATION,  DUNDAS  ST.  EAST 


Reading  Left  to  Right:- — J.  Stroud,  S.  Youens,  A.  Johnston,  V.  Taylor,  Capt.  F.  Walden. 


Reading  Left  to  Right: — J.  Shelden,  Lieut.  J.  McDonald,  J.  Thompson,  B.  Ling,  G.  Willey. 
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1 
I 

British  American 

WESTMINSTER 

= 

1 

un  IjO.,  j^i m lieu 

HOTFT   •  TORONTO 

| 

Producers,  Refiners  and 

(FIREPROOF) 

Distributors  of 

1 

C  'a       ^11  Cl 

bituated  close  to  bhopping 

Petroleum  and  Products 

and  Theatre  Districts  and 

GASOLINE  :  BENZINE 

yet  on  a  fjuiet  Residential 

w 

LAMP  OILS 

Street. 

■ 

Rnan  Oils   riipl  Oils  Par- 

European  Plan  —  Rates 

■ 

■ 

clllll    W  aA,     1    c  L  I  U  I  c  U  III 

$2.50  per  day  and  up. 

| 

1 

Coke,  Grease,  Etc. 

All  Rooms  have  Private  Baths 

1 

HEAD  OFFICE 

Royal  Bank  Building  :  Toronto 

240  JARVIS  STREET 

15  ran  dies 

TORONTO 

Montreal      Ottawa      Windsor      London,  Etc. 

Exclusive  Children's 

Cloak  Co.,  Limited 

iiiiiiiiiiiiiiiiiiin 

Designers  and 

Manufacturers  of 

Funeral  Director 

Ladies'  Misses  and 

Children's  Cloaks 

■iiiiiiiiiiiiiiiiiiiiiii 

PHONE  ADELAIDE  0116 

Office  and  Show  Rooms: 

44  YORK  STREET  -  TORONTO 

854  Bathurst  Street,  Toronto 

Toronto  and  Lindsay 

Trinity  4638 

IIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIM 
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MEMBERS  OF  1  AND  2  SHIFTS,  No.  8  FIRE  STATION,  COLLEGE  ST. 


Reading  Left  to  Right: — (On  rear)  H.  Gray;  P.  Hughes,  R.  Barbeau,  F.  Stroud,  H.  Burden,  W.  McKenzie,  J.  Hill, 

Lieut.  C.  Harrison,  (On  seat)  C.  Overholt,  Capt.  J.  Dixon. 


Reading  Left  to  Right: — (On  seat)  J.  McCarthy,  Lieut.  J.  Bell;  District  Chief  W.  Corbett,  Capt.  A.  Gates, 
D.  Lamb,  G.  Thomson,  P.  Beanen,  J.  McCarroll,  A.  Fraser,  G.  Stewart,  (Rear)  G.  Brisbin. 
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Phone  Main  7198  1 16  CHURCH  ST. 

Watch  and  Clock  Repairing 

DONNELLY  BROTHERS 

MANUFACTURING  JEWELERS 

Jewelers,  Diamond  Setters  and  Engravers  to 
the  Public 

Careful  Attention  to  Repairs 


ROYAL 


Alexandra 


THEATRE 


OPEN 

ALL  SUMMER 


W.  Harris  &  Co.  Limited 

GLUE  MANUFACTURERS 

TELEPHONE  MAIN  5065 

Nights,  Sundays  and  Holidays,  Gladstone  0885 


W.  Harris  &  Co.,  Limited 

KEATING  STREET  and  DON  RIVER,  TORONTO,  CANADA 


PHONE  TRINITY  1743 


Toronto  Wrecking  Co. 

191-193  St.  Patrick  Street 

Formerly  William  Street 

TORONTO 


M.  MANDEL,  Proprietor      90  Baldwin  St, 
Phone  Trinity  1446 


Brilliant  Letters 
Enamel  Letters 


Block  Letters 
Goldleaf  Letters 


Phone  Main  2758 

G.  A.  Bowerbank  &  Co. 
SIGNWRITERS 

426  BAY  STREET 
CITY  HALE  SQUARE        TORONTO,  ONT. 
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MEMBERS  OF  1  AND  2  SHIFTS,  No.  9  Fire  Station,  OSSINGTON  AVE.,  NEAR  QUEEN 


Reading  Left  to  Right: — (On  seat)  E.  Barbeau,  Capt.  W.  Hawkes;  J.  Murley,  W.  Stevenson,  A.  Davidson. 


Reading  Left  to  Right : — A.  McCauley,  R.  Hake,  F.  Gray,  J.  Calhoun,  W.  Cameron,  Lieut.  C.  Stewart. 
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PHONES:  JCT.  0554  and  JCT.  0555 

Wm.  Speers 

FUNERAL 

Bowes  $1.00  Livery 

LIMITED 

Anywhere  in  the  City  to  Downtown  d*  1 
Downtown  to  Anywhere  in  the  City  *-K  '  «Vy 

Call  TRINITY  0094 

New  Sedans        Driving  $2.00  per  Hour 

1 

DIRECTOR 

AND  AMBULANCE  SERVICE 
2926  Dundas  St.  W.,  Toronto 

CAPITAL  TRUST 
CORPORATION 

TEMPLE  BLDG.  TORONTO 

4  to  bl/2%  on  Savings  Accounts, 
Executors  under  Wills,  Administra- 
tors of  Estates,  Authorized  Trus- 
tees in  Bankruptcy,  Real  Estate, 
Insurance,  Safety  Deposit  Vaults. 

Hours  8  a.m.  to  5  p.m.          Tel.  Adelaide  7392 

WE  SPECIALIZE  IN 

FIRE  ESCAPES 

SEND  FOR  OUR  PRICES 

Shipway  Iron,  Bell  &  Wire 
Mfg.  Go.  Limited 

Phone             700  WELLINGTON  ST.  W. 
Adelaide  5879                    TORONTO,  ONT. 

COMPLIMENTS  OF 

Standard  Sanitary  Mfg.  Co. 

LIMITED 

WHOLESALE 

PLUMBING 

59  Richmond  E.  TORONTO 

H.  P.  ECKARDT&  CO. 

WHOLESALE 
GROCERS 

CHURCH    STREET  AND  ESPLANADE 

WEATHERHEAD 

PAPER  CO.  LIMITED 

WRAPPING  PAPER,  TWINE, 
PAPER  BAGS,  ETC. 

TORONTO 

Adelaide  1392        62  JOHN  ST. 
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MEMBERS  OF  1  AND  2  SHIFTS,  No.  10  FIRE  STATION,  YORKVILLE  AVE. 


Reading  Left  to  Right: — I.  Irish,  Lieut.  W.  Shannon,  P.  Stewart,  W.  Haynes,  J.  McCartney,  G.  Jennings,  H.  S. 
Smith,  J.  Sproule,  R.  Bevington,  H.  Hart,  W.  McDonald,  Lieut.  A.  E.  Courtney. 


Back  Row:  G.  Mulleray,  A.  Cochrane,  R.  Snider,  W.  Chambers,  A.  Kennedy,  J.  Conley. 
Front  Row:  E.  Melmer,  Lieut.  E.  McCrimmon,  District  Chief  T.  Jones,  Capt.  S.  B.  Johnston,"W.  Cameron. 
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Phone  Adelaide  1555 

The  Dominion 

Mattress  Co. 

Manufacturers  of 

HIGH-GRADE  MATTRESSES 
and  COUCHES 

118  ELIZABETH  STREET 
TORONTO 


CAMERON  &  COMPANY 

74  LOGAN  AVENUE 
TORONTO 


Shelving,  Office  and  Store  Fittings, 
House  Trim  and  Hardwood  Floors. 


PHONE  GLADSTONE  0046 

MACK  BURIAL  CO. 

JAMES  McFARQUHAR;  Prop. 

FUNERAL  DIRECTORS 

Open  Day  and  Night 
Prices  Reasonable 


217.5  Cierrard  Street  East 


TORONTO 


Dominion  Foundry  Supply  Co. 


LIMITED 


Foundry  Supplies 
and  Equipment 


37  Niagara  St. 
TORONTO 


183-9  Wellington  St. 
MONTREAL 


Dominion  Wrecking  & 
Construction  Co. 

YARDS : 

II 78  Yonge  Street  Belmont  2639 
503  Adelaide  St.  W.       Adel.  4530 

Dealers  in 

NEW  and  SECONDHAND  LUMBER, 
DOORS  and  SASH 


The  Buyer's  Door  and 
Manufacturing  Go.  Ltd. 

366  400  PACIFIC  AVENUE 
TORONTO 


VENEERED  DOORS  and  PINE  and 
FIR  DOORS,  STAVED  COLUMNS, 
NEWELS,  INTERIOR  FITTINGS 


SAVE  IT  WITH  ICE" 

©art  Ice 


Is  Best  Quality  Ice 


Dependable  Delivery  Service 

Courteous,  Considerate  Drivers 

OUR  SERVICE  COVERS  the  ENTIRE  CITY 


Olivier  Canada  Ltd. 

59  Wellington  Street  West 

TORONTO 


Visca  Straw  and  Hair  Plaits 
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MEMBERS  OF  1  AND  2  SHIFTS,  No.  11  FIRE  STATION,  ROSE  AVE. 
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COOKSVILLE  SHALE  BRICK 

Phone                                         Open  Day 

(   ,    nnc  f           i  ■     /  /  /  r\                                                                            o  r-\  f~\     V'  -xrart  i  n  r» 
J|rlllSI()JI(     £.i.L.\J                                                                           CLIIU     1       -  '    1  1  1  >  1  J 

1 

I 

COMPANY  LIMITED 

1 

Works:  COOKSVILLE,  ONT. 
"  EVER-HARD"  and  "  RUFF-TEX  "  BRAND 

Joe  burner 

1 

OF  BRICKS 

Real  Estate 

a 

Telephone  Main  4265 

Fire  Insurance  and  Loans  Arranged 

u 

Main  Office,  26  Queen  Street  East,  TORONTO 

2093  Danforth  Avenue  ^ 

Cor.  Woodbine  Ave.                                  I  OrontO 

| 
s 

m 

THE 

Compliments 

s 

McFARLANE  MFG.  CO.  LTD. 

jj 

gilbert  Serr  Co.,  numteb 

LADDERS 

HIDES 

r  UK    ii  V  -b  K  Y  KUK-rUbr* 

I 

= 

208  Main  Street  TORONTO 

Junction  451  1                      290  Weston 

I 

T)  I  )  /^v  l\  T          OFT  T7FD 

1 

| 

FOR 

ftopal  Cecil  $otel 

-  Corner  Jarvis  and  Dundas  Sts. 

- 

HEADACHES 

Toronto,  Canada 

s 

=. 

W 

= 

PVinnf  Adplaidp  1365 
t  nunc  riuc l ct i i 

Phone  Glad.  I600W         Nights  Randolph  5162 

■ 

| 

TANNER,  GATES  8c  CO. 

1 

| 

STOCKS  AND  BONDS 

THE  EASTERN  WRECKING 
AND  CONSTRUCTION  CO. 

| 

1 

300-301  Dominion  Bank  Building,  cor.  King  and 

W.  POSNIK,  Manager 

Yonge  Streets 

1 

| 

TORONTO.  ONT. 

2621  Danforth  Ave.  Toronto 

| 

= 
= 

I 

TELEPHONE  LAKE  0491 

750  Queen  St.  East  \  n        i      /  3  1  Howard  Street 
Gerrard  7863      /  Branches  ^  Randolph  5572 

i      ■     ■  i  nnrriAM 

J.  J.  HEFFRON 

= 

I 

HIGH-GRADE  MATTRESSES  AND 

%.  Mljtte  Sc  &im$ 

| 

pi  I  LOWS 

1    1  J — <  1— .V-/  VV 

| 

Ordered  Work  a  Specialty 

^Caster  Cleaners  and  T)yers 

H:iir  and  Felt  Mattresses  Re-Made  Equal  to  New 

Head  Office  and  Works:               270  Queen  St.  West 

135  St.  Patrick  St.                    Adelaide  1279 

123  OSSINQTON  AVE.  lORONIO 

Adel.  1673  and  6111  Toronto 

Iiiiiiiiiiiiiiiiiiiiii 
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MEMBERS  OF  1  AND  2  SHIFTS,  No.  12  FIRE  STATION,  BOLTON  AVE. 


Reading  Left  to  Right:- — District  Chief  T.  Tate,  E.  Sanders,  G.  Fray,  W.  Kennedy,  G.  McKay,  (On  seat)  J. 
Cousins,  Lieut.  G.  Ward,  S.  Gaston,  G.  Wright,  J.  McConnell,  P.  Evans,  W.  Woolley,  (On  seat)  J.  J.  Coulter,  Capt. 

D.  Leslie. 


Reading  Left  to  Right: — District  Chief  J.  O.  Poole,  E.  Sandell,  A.  Chandler,  T.  Kennedy,  (On  seat)  A.  Halliday, 
Capt.  A.  Steen,  T.  Marks,  T.  Boyce,  W.  Mitchell,  W.  White,  R.  Eccles,  (On  seat)  W.  Parmenter,  Lieut,  H.  Oliver. 
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Just  the  thing  for  Breakfast 
these  Frosty  Mornings 


CRIDLAND'S 

STANDARD  BRAND 

SAUSAGE 

!'  !!i  !'  Vi:  1!     l!        111  IMi-li,  ill'  1,     li  i-'i  'II,  'l!  I!;  ' 


For  Sale  at 

YOUR  GROCER  OR 
BUTCHER 


ALL  STREET  CARS  LEAD  TO 
THE  ATHENAEUM   BOWLING  CLUB 

TORONTO'S  MOST 
CENTRALLY    LOCATED  AND 
POPULAR  ALLEYS 

12-18  Queen  Street  East 

(Right  'round  the  corner  of  Queen  and  Yonge) 


24  ALLEYS  ON  THREE  FLOORS 
ALL  NEW  EQUIPMENT 
ELEVATOR  SERVICE  --  CAFETERIA 


Special  attention  to  Ladies 
who  wish  to  bowl  in  the  afternoon 

Come  to  the  Athenaeum  with 
the  confidence  that  you  will  receive 
courteous  attention 


PHONE  MAIN  0438 

Eddie  Sutherland,  manager 


RIVERDALE 

GARAGE,  Limited 

755-763  DANFORTH  AVE. 

TORONTO 


OFFICE 

PHONE  GERRARD  2604 


Telephone  Gladstone  0008 


W.WILLIAMSON 

LUMBER  CO.,  LIMITED 


Woodbine  Ave.  and  G.T.R.  Tracks 
Branch  Yard  :  Scarboro  Junction 


EVERYTHING  IN 
LUMBER 


TORONTO 


liiiiiiiiiiiiliiiiiiiililiiiiiiililiiiiiiliiiiiil 
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MEMBERS  OF  1  AND  2  SHIFTS,  No.  13  FIRE  STATION,  DUNDAS  ST.  WEST 


Reading  Left  to  Right: — District  Chief  J.  C.  Dunn,  T.  Eldridge,  (On  seat)  G.  Allen,  Lieut.  J.  McGregor,  G.  Cowan, 

C.  Hopkins,  T.  Taggart. 


Reading  Left  to  Right: — G.  Rothwell,  G.  Gibson,  (On  seat)  E.  Bevis,  Capt.  T.  Graydon,  C.  McCarthy,  R.  Corbett. 
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Toronto  Sanitary  Towel 
Supply  Co. 

Be  sure  and  see  our  large  stock  of 

DIAMONDS 

as  we  guarantee  to  save  you  money 

9  McCAUL  STREET 

Adelaide  1 1 30  TORONTO 

JACOBS  BROS. 

Diamond  Importers 
1  5  Yonge  St.  Arcade  TORONTO 

AFTER  THE  FIRE! 

Garpenters  and  General 
Ijontractors 

After    the    fire    take  BUCKLEY'S, 
and  you  need  not  fear  colds,  coughs  or 
bronchitis. 

Established  30  Years 

You  protect  your  body  by  using  rub- 
ber garments;  what  about  those  delicate 
organs  of  the  throat,  tubes  and  lungs, 
that  are  exposed  to  extremes  of  tem- 
perature? 

We  can  give  you  EXPERT  SER- 

VICE in  all  branches  of 

Are  you  protecting  them?     You  can 
best  do  this  by  taking  a  dose  of  Buck- 
ley's Bronchitis  Mixture  after  the  fire. 

construction 

Any  day  for  that  matter,  but  to-day 
may  be  the  best  time. 

Richard  G.  Kirbv 

%> 

537  and  539  Yonge  St. 

TORONTO 

HARRY  R. 

RANKS 

FUNERAL  DIRECTOR&  UNDERTAKER 

30  YEARS'  EXPERIENCE 

Telephone  Adelaide  2024 

455  QUEEN  ST.  WEST 

TORONTO 

= 

lilllllllllllllllllllllll 
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MEMBERS  OF  1  AND  2  SHIFTS,  No.  14  FIRE  STATION,  OSSINGTON,  NEAR  BLOOR 


Reading  Left  to  Right: — District  Chief  F.  Milligan,  (On  seat)  V.  W.  Murdock,  Capt.  D.  Corbett;  A  Scott,  G. 
Moffat,  W.  Norman,  J.  Roche,  J.  Fisher,  W.  Pritchard,  A.  Pearman,  F.  Gordon,  F.  Hayward,  (On  seat)  C.  Grogan, 

Lieut.  J.  Jones. 


Reading  Left  to  Right:- — 

Top  Row:  W.  Armstrong,  E.  Ewing,  G.  Tomlin,  B.  McDonald,  S.  Guthrie,  A.  Coulter,  A.  Hunter. 
Bottom  Row:  W.  Stevenson,  Capt.  J.  Kearns,  District  Chief  W.  Fox,  Lieut.  J.  Thompson,  R.  Quinton. 
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ACME  DAIRY 
MILK 

Is  rich  in  food  value  and  is  treated  scien- 
tifically by  the  most  approved  process 

For  Banquets  and  Home  Table  use 

Phone  Hillcrest  0152 

For  High-Grade  Dairy  Products 

PURE  MILK  AND  CHE  AM 

From  Our  Wagons  to  Your  Homes 


Acme  Dairv,  Limited 

21  ESSEX  AVENUE 

"Acme,  the  Milk  that' $  Recommended" 


Langley's 


Limited 


CLEANERS 
and  DYERS 

TORONTO 

Phone  Hillcrest  8000 

(10  Lines  to  Central) 


WHY  NOT? 


If  you  want  the  most  CASH  send  your 


Goods  and  Furniture  to 

"MARSHALL'S 


Established  14  Years  in  Toronto 

BROADWAY  HALL 

450  and  451  SPADINA  AVE. 
PHONE  TRINITY  8609 

Where  your  goods  will  be  displayed  in  a  spacious, 
up-to-date  Display  Room.  200  ft.  by  50  ft. 

That's  Where  You  Get  the  Best  Cash  Price 

Also  Good  Dry  Storage  at  Special  Low  Prices 


G.  H.  Marshall  &  Co. 

Phone  Trinity  8609  AUCTIONEERS 


AN  INCOME  FOR 
LIFE 

Payable  to  yourself  after  a  term 
of  years  or  to  your  wife  and 
family  if  you  die  before,  can  be 
secured  at  a  very  moderate  out- 
lay from  the 

CONFEDERATION  LIFE 

ASSOCIATION 

Send  for  interesting  Booklet  explaining 
how  easily  and  quickly  the  matter  can 
be  arranged. 


BOYD,  MACRAE  &  WOOKEY 

Agents 

Cor.  Queen  and  Victoria  Streets 
TORONTO 
Phone  Main  5406-7 
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MEMBERS  OF  1  AND  2  SHIFTS,  No.  16  FIRE  STATION,  RICHMOND  ST.  EAST 


Reading  Left  to  Right: — J.  Williamson,  N.  Ashley,  J.  Shields,  G.  Latimer,  N.  Caskie,  A.  Rycroft,  A.  Meharg, 
A.  Dow,  Lieut.  J.  Kirk,  (On  seat)  G.  McCord,  Capt.  R.  Foster. 


Reading  Left  to  Right:- — ■ 

Top  Row:  A.  Smith,  T.  Cordner,  J.  Parks,  J.  Sheahan,  J.  Aggett,  E.  Rossen. 

Front  Row:  J.  Nichol,  Lieut.  D.  Maxwell,  Capt.  W.  Shannon,  A.  Blackburn,  R.  Brodie. 
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G.  HOPE  &  SON 

CANADA'S  GREATEST 
BIRD  STORE 

For  Parrots,  Canaries 
Singing  Birds,  etc. 

Gold  Fish,  Fish  Globes 


Bird  Cages,  Seeds,  etc. 

109  Queen  St.  W„  Toronto,  Ont. 
Phone  Adelaide  2573 


BUY 


Old  Stijle-tfome  Made 


B.  D.  HUMPHREY 


UNDERTAKER 


DIRECTOR  OF 
FUNERAL 
SERVICE 


1058  YONGE  STREET  --  TORONTO 

Phone  Randolph  7045 

THOS.  RIDOUT  HUMPHREY 
Manager 


Compliments 
of 

CANADIAN 

SEAMLESS  WIRE 

COMPANY 

LIMITED 


1 98  Clinton  Street 
Toronto 


Geo.  W.  Grant  8>C  Company 


OILS 


Phone 
Main  1063 


I  7  George  Street 
Toronto 


EVERYTHING  IN  REAL  ESTATE 


ROBINS  LIMITED 


Adelaide"  3201 


Kent  Building 
Yonge  and  Richmond  Sts. 


Toronto 
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ELLIS  BROTHERS  LIMITEd 

Jewellers  of  96  and  98  Yonge  Street 

TORONTO 


Extend  to  you  a  cordial  invitation  to  visit  their  store 
to  view  a  lovely  collection  of 


Fine  Diamond  Jewellery,  "Pearl  Necklaces,  Jewelled  Watches 
Jlntique  Silver,  Old  Sheffield  "Plate,  Clocks 
Fine  China,  Leather  Goods  and  Jirt  Objects 

llllllllllllliiiiiiiiiiiiiiilllillllliiiliiiiliiiiiiiiiillllllilllliilllM 


Please  feel  perfectly  free  to  come  and  look  around,  whether  you  wish  to  purchase  or  not 
We  have  lovely  gift  articles  from  50  cents  upward 


Let  Us  Sell  Your  Goods 


WE  are  a  down-town  Cabinet 
Shop  for  35  years,  and  have  as 
our  specialty  all  kinds  of  wood- 
working; and  with  the  combination 
of  our  varnishing  room  together  with 
the  velvet,  satin,  leather,  etc.,  for 
covering  and  lining,  enable  us  to 
make  all  kinds  of  Cases  and  Cabinets 
and  Sales  Display  Novelties,  Pads, 
Etc. 


THIRTY  -  FIVE  YEARS 
PLEASING  THE  PUBLIC 


The  J.  Coulter  Co.,  Limited 

82  Chestnut  Street 

Phones  Adelaide  4074-4075 


University  of  Toronto 


Toronto  Conservatory  of  Music 


Sir  Edmund  Walker,  C  V.O.,  LL.D.,  D.C.L.,  President 
A.  S.  Vogt,  Mus.  Doc,  Principal 
Hf.aley  Willan,  Mus.  Doc,  F.R.C.O.,  Vice-Principal 

HIGHEST  ARTISTIC  STANDARDS. 
FACULTY  OF  INTER- 
NATIONAL REPUTATION. 

THE  Conservatory  affords  unrivalled  facil- 
ities for  complete  courses  of  study  in  all 
branches  of  music,  for  professional  and  non- 
professional students.    The  demand  for  Con- 
servatory graduates  throughout  the  Dominion 
far  exceeds  the  supply. 

Students'  Free  Orchestral  Classes  and  Free 
Lectures  in  Harmony,  etc.,  History  and  Rudi- 
ments of  Music,  and  in  Piano  Pedagogics, 
(Normal  Class  Work). 

Pupils  may  enter  at  any  time. 

Year  Book.  Syllabus,  and  Women's  Residence 
Calendar  sent  to  any  address^on  request. 
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MEMBERS  OF  1  AND  2  SHIFTS,  No.  18  FIRE  STATION,  COWAN  AVE. 
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THE 

LONDON  & 
LANCASHIRE 

INSURANCE  C°-Y 


Security  $46,500,000 

Chief  Office  for  Canada 

14  Richmond  Street  East 
Toronto 


ALFRED  WRIGHT 

Manager 


A.  E.  BLOGG 
Sec.-Treas. 


GALE 

MANUFACTURING 
COMPANY 


LIMITED 


24  SPADINA  STREET 
TORONTO,  ONTARIO 


PARAMOUNT 

IS  SHOWING  THE  GREATEST  MOTION  PICTURES  IN 
THE  HISTORY  OF  THE  INDUSTRY 

Super-39 


HERE  ARE  A  FEW  OF  THE 


GLORIA  SWANSON 

IN 

"Bluebeard's  Eighth  Wife" 

A  Sam  Wood  Production 
From  Charlton  Andrews'  adaptation  of 
Alfred  Savoir's  play 
Adapted  by  Sada  Cowan 


"HOLLYWOOD" 

A  James  Cruze  Production 

By  Frank  Condon 
Adapted  by  Tom  Geraghty 
Twenty-five  stars  in  support 


WATCH  FOR  THEM 


A  William  deMille  Production 
"ONLY  38" 

With  May  McAvoy,  Lois  Wilson, 
Elliott  Dexter  and  George  Fawcett 
From  the  play  by  A.  E.  Thomas 
Suggested  by  a  story  by  Walter  Prichard  Eaton 
Screen  play  by  Clara  Beranger 

"THE  RUSTLE  OF  SILK" 

A  Herbert  Brenon  Production 

With  Betty  Compson  and  Conway  Tearle 

Adapted  by  Ouida  Bergere  and  Sada  Cowan 
From  the  novel  by  Cosmo  Hamilton 


FAMOUS  LASKY  FILM  SERVICE 

"If  it's  a  Paramount,  it's  the  best  show  in  town" 
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Reading  Left  to  Right:- — A.  Ham,  F.  Wild,  (On  seat)  W.  Dalton,  Lieut.  G.  Thompson;  R.  Pogue,  G.  McCall. 
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RRTTLSH  TRADERS' 

XJXI.X  X  Xk_^XX    X  X  LI  lL/JJllU 

A  BRITISH  COMPANY 

= 

■ 

INSURANCE  COMPANY 

T  T    *  T 

Union  Insurance 

1 

 LIIMTED — 

1       1  .  \  I*  I-,!     1 1  I  .  1  '    Jot)  J 

SnripM/  nf  (    ^ TT t"0 TT 
(Julicl  y  ui  v_x mil lvj i i 

= 

Head  Office : 

Limited  ■  

British  Colony  of  Hong  Kong 

ESTABLISHED  1835 

| 

Head  Office  for  Canada  : 

Head  Office: 

Toronto 

BRITISH  COLONY  OF  HONG  KONG 

ASSETS  OVER  $24,000,000 

| 

FIRE  and 

A  combination  of  AGE,  MAGNITUDE 

- 

MARINE 

anrl  FXPFRIFNCF 

INSURANCE 

FIRE,  MARINE 

AND  AUTOMOBILE 

Losses  paid  sinre  organization  over 

Head  Office  for  Canada: 

$50,000,000 

36  TORONTO  STREET,  TORONTO 

Manager  for  Canada   -    -    C.  R.  DRAYTON 

Manager  for  Canada     :     :    C.  R.  DRAYTON 

THE  MOSSOP 

BAGS 

HOTEL 

 AND  

BURLAP 

We  Buy  and  Sell  any 

B.  G.  HINES 

Quantity 

Proprietor 

J.  KRASNOW 

56  and  58  Yonge  Street 

Adelaide  3186 

Toronto 

145  Elizabeth  Street,  Toronto 
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MEMBERS  OF  1  AND  2  SHIFTS,  No.  20  FIRE  STATION,  KEELE  ST. 


Reading  Left  to  Right: — Capt.  H.  Matson,  A.  Miller,  Rear,  F.  E.  Jones;  G.  Kemp,  W.  Hughes,  H.  Robinson, 

H.  Joyce,  W.  Rea,  A.  Atkinson,  Lieut.  C.  Fox. 


Reading  Left  to  Right: — J.  Plant,  E.  Milton,  C.  Gooderham,  J.  Beaton,  Lieut.  J.  Crawford,  Capt.  M.  Saunders, 

C.  B.  Jones,  G.  Dent,  G.  Davidge,  F.  Carey. 
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flat: 


evEREAdv 

FLASHLIGHT 


YOU    NEED  AN 

EVEREADY  FLASHLIGHT 

MANY    TIMES   A    DAY   AND  NIGHT 

YOU  don't  have  to  grope  in 
the  dark — you  don't  have 
to  carry  matches,  candles,  nor 
any  cumbersome  and  dangerous 
lights — Here  are  lights  that  are 
not  only  the  handiest,  but  the 
safest.  They  are  flameless — 
cannot  set  anything  afire.  Ever- 
ready  Flashlights  are  the  first 
perfect  portable  lights  ever 
invented. 

Get  one  or  more  Eveready 
Flashlights  to-day.  Keep  one 
always  where  you  need  it  most 
— in  the  handiest  place  to  pick 
it  up  on  your  way.  Carry 
Eveready  to  light  your  way  in 
the  woodshed,  barn,  and  other 
outbuildings;  to  light  the  stairs 
to  cellar  or  garret;  to  get  the 
right  things  from  the  tool  chest, 
the  ice  box,  the  medicine  shelf 
or  cabinet. 

Every    fireman    should  own 
and  carry  an  Eveready  Flash- 
light for  his  own  safety  and  for 
saving  the  lives  of  people  trap- 
ped in  burning  buildings.  The 
Eveready    spotlight    with  the 
300-foot  range  is  the  most  pow- 
erful flashlight  made. 
Eveready  Flashlights  and  Batteries  are  sold  at  general 
stores;  at  the  implement  dealer's;  at  electrical,  hardware, 
drug,  and  sporting  goods  shops;  garages;  iuto  accessory 


CANADIAN  NATIONAL  CAB  BON  CO. 

Montreal     Toronto     Winnipeg  Vaucouver 

EVEREADY 

FLASHLIGHTS 

&  BATTERIES 


Telephones 


Automatic  and  Manual— 

House  Sets  and 
Factory  Systems 


Schools  and  Hospitals 
Fire  Alarms 


Radio  Equipment 


Squier  Telephony 

and 

Telegraphy 


Ganadian  Independent 
Telephone  Go., Limited 

212  King  Street  West  Toronto 
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IQM1N10NEXPRE83 


MONEY 
.ORDERS, 


ONE  REMITTANCE  BY  DOMINION  EX- 
PRESS MONEY  ORDER  WILL  CONVINCE 
YOU  THAT  THERE  IS  NO  BETTER  WAY 
TO  SEND   MONEY  BY  MAIL. 

IF  LOST  OR  STOLEN  YOUR  MONEY  IS 
PROMPTLY  REFUNDED  OR  A  NEW  OR- 
DER ISSUED  FREE  OF  CHARGE. 


LJJN  D  E  R  W  O  O  D*S 

TYPEWRITER  RIBBONS  and  CARBON  PAPERS 

SPFCIAllY  ADAPTED  IO  [HI  HEOUIRf  MtNTS  Dl  PARTICULAR  USERS,  OUR  RIBBONS 
CARBONS  ARE  M  AN  U  FAC  IIIR  EO  OF  TH  E  FINEST  MATERIALS  AND  ARF  ABSOLUTELY 
RANTEF-D  IO  GIVE   SATISFACTION    IN    I  AS  T  I  N  G  QUALITY,  PERM  ANC  NCY  AND  CLE. 

<  1.1  AR  CUT  WORK  

MANUFACTURED  ONLY  BY 

JOHN  UNDERWOOD  &  CO., 

9Q  RICHMOND    ST  E  TORONTO 


K.  &  S.  Tire  and  Rubber  Goods,  Limited,  Toronto,  Hamilton,  Montreal,  Winnipeg 
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MADE  IN  CANADA 

COLUMBIA  GRAFONOLAS 
AND  RECORDS 


THE  COLUMBIA 
GRAPHOPHONECO. 

1244  Dufferin  Street 
TORONTO     -  ONT. 


Phones  -Main  0812  and  5265 


REID&CO. 

LUMBER,  LIMITED 

OFFICE,  PLANING  MILL  AND  DOCK 
Esplanade,  Foot  of  Berkeley  St. 


Manufacturers  of 
CASINGS,  MOULDINGS,  FLOORING, 
SHEETING,  BASE,  PLANING,  SAWING, 
MATCHING,  RE=SAWING,  ETC. 


Wholesale  Dealers  in 
LUMBER,  LATH  AND  SHINGLES,  CEDAR 
POSTS  AND  DOORS 


See  what  $150  can  do  for  you! 

It  will  control  about  $600  worth  of 
dividend-paying  securities — 

It  will  bring  back  dividends  of  approx- 

i   imately  $60  a  year — $5  a  month. 

It  will  help  you  to  share  in  the  antici- 
pated profits  of  the  indicated  market 
advance. 

Stocks  are  now  selling  at  bargain  prices,  but  the 
market  is  getting  stronger  every  day.  Many 
high-grade  securities  have  advanced  in  price 
during  the  last  thirty  days.  The  time  to  buy 
for  profits  is  NOW,  while  good  stocks  are  low. 
Will  you  take  advantage  of  this  opportunity? 

SI  .">((  Initial  Payment 


10% 


Dividend 
Yield 


A  diversified  list  of  seasoned  dividend  payers 
with  a  long  record  of  earnings  and  ample  security 
are  featured  in  our 

Special  Investment  Letter  No.  110 
It's  Free  and  will  be  sent  without  obligation. 
Write  TO-DAY 

Arthur  E.  Moysey  &  Go.  Ltd. 

Founded  1904         Investment  Securities 
Members  Standard  Stock  Exchange 

WILLS  BUILDING,  90  BAY  STREET 

Direct  Private  Wires 
Telephone:  Adel.  3680       Nine  Branch  Offices 


Those  Toothsome 
English  Biscuits 


Yes,  we  are  making  it  possible^ for  Canadians 
to  repeat  those  words.  We  have  just  completed 
the  building  of  an  addition  to  our  present  plant 
and  of  equipping  it  with  the  most  up-to-date 
of  English  biscuit  machinery.  This,  coupled 
with  a  staff  of  expert  biscuit  bakers,  also  from 
England,  will  enable  us  to  give  to  the  Canadian 
market  some  of  the  finest  biscuits  ever  known. 

We  only  ask  you  to  give  us  a  trial  and  we  feel 
sure  that  your  patronage  is  assured. 


GEORGE  WESTON 

LIMITED 

TORONTO,  ONT. 
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MEMBERS  OF  1  AND  2  SHIFTS,  No.  23  FIRE  STATION,  HOWLAND  AVE. 


Reading  Left  to  Right:— E.  Head,  J.  Bell,  W.  Tilley,  Lieut.  H.  MeKnight,  A.  Wylie,  W.  Walker. 


Reading  Left  to  Right: — 

Standing:  C.  Nicholls,  J.  Crawford,  C.  Ballinger,  W.  Rae. 
Sitting:  Wm.  MacLean,  Capt.  J.  Hughes. 


aiuiiiiM 
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Firemen  and  the  Telephone! 

The  firemen's  greatest  ally  is  the  Telephone  oper- 
ator.    Her  prompt  intervention  has  lessened  his 
labors  and  saved  millions  to  the  community. 
Every  Bell  Telephone  is  a  Long  Distance  Station 


The  BELL  TELEPHONE  CO. 

OF  CANADA 


COMPLIMENTS  OF 


The  Wilson,  Lytle,  Badgerow  Co.,  Limited 

TORONTO 


THE  LARGEST  VINEGAR  WORKS  IN  AMERICA 


The  Canadian  Drill  &  Electric 
Box  Co.  Limited 

1402  Queen  St.  East,  TORONTO,  Ont. 


Manufacturers  of 


ELECTRICAL  SERVICE 
EQUIPMENT 
AND  VARIOUS  KINDS  OF 
STEEL  CABINETS 


PHONE  GERRARD  0554 


COMPLIMENTS  OF 


Richard  L.  Baker  &  Co. 


LIMITED 


84  WELLINGTON  ST.  WEST 
TORONTO 
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MEMBERS  OF  1  AND  2  SHIFTS,  No.  24  FIRE  STATION,  BALMORAL  AVE. 


Reading  Left  to  Right: — A.  Sawyer,  O.  Gascoyne,  Lieut.  E.  Robinson,  C.  A.  Beacock,  Lieut.  G.  Phillips,  E.  Price, 
A.  Cotton,  R.  Green,  H.  Dundas,  Capt.  A.  Everist,  A.  Shackelton. 


Reading  Left  to  Right: — 

Standing:  J.  Fogarty,  A.  H.  Flanagan,  J.  Doyle,  C.  Rose,  J.  Hackett. 
Sitting:  J.  Preston,  Lieut.  W.  Tozer,  Capt.  S.  McGowan,  G.  Richards. 
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WE  MEET  YOU 
HALF  WAY 


The  Incorporators  of  the  BRITISH  NAT- 
IONAL ASSURANCE  COMPANY  are  calling 
only  forty  dollars  per  share  (not  $100) — $15.00 
premium  and  $25.00  capital.  No  subsequent 
call  can  by  Insurance  Law  exceed  10%.  It  is 
not  anticipated  that  a  further  call  will  be  neces- 
sary. 

We  are  now  offering  $400,000  of  this  stock  at 
$115.00  per  share. 

Write  for  prospectus. 


C.  R.  CLAPP  &  COMPANY 

53  Adelaide  Street  East 
Toronto 


Main  2140 


MAKERS 
OF  GOOD 
CLOTHES 


86  Yonge  St.  Toronto 

First  Floor  Up 


THE 

Gendron  Manufacturing 

Company,  Limited 

Makers  of 

Children's  Vehicles 


Bathroom  Fittings 
Invalid  Chairs 


Our  goods  for  sale  by  all  worth  while  dealers 

The  Gendron  Mfg.  Co.,  Limited,  Toronto 


ROSS  J.  CRAIG 


director  of 

Jf  uneral  H>ertrice£ 


MODERN 
FUNERAL 
PARLORS 


1357  Queen  Street  West  Toronto 

Phone  Lakeside  4627 
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•    MEMBERS  OF  1  AND  2  SHIFTS,  No.  25  FIRE  STATION,  HENDRICKS  AVE. 


Reading  Left  to  Right: — F.  Bryan,  Lieut.  R.  Spicer,  J.  Burton,  W.  Edwards,  T.  Nesbitt,  D.  Freer,  T.  Hamilton, 

H.  Torpey,  E.  Mooney,  Capt.  H.  Batkins. 


Reading  Left  to  Right:- — F.  Rose,  Capt.  J.  Gordon,  A.  Hunter,  J.  Hamilton,  E.  Fisher,  A.  Yarrow,  W.  Long, 

C.  Owens,  S.  Hamill,  Lieut.  R.  Nicholls. 
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1 
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THE*n  I  ITT/  TTYHAITTA 

KAN Kof  1 1  lMl IN  (I 

1 

I 

1 

i#<ni  i>  *  v    i  viivm  v 

INCORPORATED  1855 

1 
1 

CAPITAL        -  $5,000,000 

B 

1 

RESERVES     -  $7,000,000 

1 

■ 
s 

Head  Office:  Toronto 

11 

g 

Savings  Accounts  Invited. 

= 

Business  Accounts  opened  on  favorable  terms. 

Ml 

Drafts,  N'loney  Orders,  Letters  of  Credit. 

Safety  Deposit  Boxes. 

= 

[ 

W.  G.  GOODERHAM,  President                           THOS.  F.  HOW,  Gen.  Manager 

JOS.  HENDERSON,  Vice-Pres.                             JOHN  R.  LAMB,  Asst.  Gen.  Manager 

TORONTO  BRANCHES: 

__ 

King  St.,  cor.  Bay  (Main  Br.)                          Queen  and  Logan  (Riverdale) 

1 

Church  and  Wellington                                      Queen  and  Parliament 

College  and  Dovercourt                                   Queen  and  Spadina 

Dundas  and  Keele  St.,  W.  Toronto                   Roncesvalles  Ave.,  cor.  Dundas 

Dundas  St.  and  Ossington  Ave.                        St.  Clair  and  Christie 

| 

Elm  St.,  cor.  Elizabeth                                    205  Yonge  St. 

King  and  Bathurst 

1 

= 

THE  EMPLOYERS'  LIABILITY 

= 

m 

1 

ASSURANCE  CORPORATION 

I 

LIMIT*-  D 

=_ 

OF  LONDON,  ENGLAND 

_ 

has  insured  the 

FIREMEN 

s 
■ 

of  the  CITY  OF  TORONTO 

1 

against  Accidents  for  the  past  TWENTY-SIX  YEARS,  and  during  that 

n 

time  has  paid  out  THOUSANDS  OF  DOLLARS  to  the  WIDOWS  and 

other  dependents  of  men  who  have  been  killed  while  in  the  service  of 

_ 

B 

the  Fire  Department,  besides  paying  large  sums  in  Weekly  Indemnity 

for  Injuries  and  Sickness. 

This  Corporation  writes 

= 

ACCIDENT  AND  SICKNESS 

B 

ELEVATOR  AND  PUBLIC  LIABILITY  INSURANCE 

B 

AUTOMOBILE  fFire,  Theft,  Public  Liability,  Property  Damage  and  Collision) 

1 

BURGLARY  AND  BOILER  INSURANCE 

GUARANTEE  BONDS 

and 

FIRE  INSURANCE 

= 

JOHN  PEARSON,                                                  C.  W.  [.  WOODLAND, 

Special  Representative                                                          General  Manager  for 

Canada  and  Newfoundland 

TEMPLE  BUILDING,  TORONTO 

Jlllllllllllllllllllllllllllllllllllllllllllllllllllllll^ 
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.MEMBERS  OF  1  AND  2  SHIFTS,  No.  26  FIRE  STATION,  GREENWOOD  AVE. 


■  . 


Reading  Left  to  Right: — (On  seat)  R.  Barrett,  Capt.  C.  R.  Adamson;  W.  Cheeseman,  C.  Fallis,  C.  Cooney. 


Reading  Left  to  Right: — A.  Chappell,  G.  Ashfield,  Lieut.  T.  Brown,  T.  Boyce,  A.  Barron. 
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1 
1 

London  Guarantee  and 

Accident  Co.Limited 

1 

1 

Head  Office  for  Canada 

1 

London  Guarantee  Building,  40  Richmond  St.  W.,  Toronto 

1 

ASSETS  EXCEED 

$31,500,000 

] 

ssue 

a 

Special  FIREMEN'S  Accident  and  Sickness  Policy 

1 

B 

Particulars 

from 

ii 

A.  E.  Wilson  &  Go.  Limited,  Agents,  Lumsden  Bldg. 

TORONTO 

Phone  Main  0566 

Accident  Sickness 

Casualty  Fire 

FIREandBURGLARY 

You  Pay  for  Tone 

PROTECTION 

Why  Not  Get  It 

There  are  three  systems  for  protection  against 
fire    and    one    system    for    protection  against 
burglary. 

All  Dominion  Protective  Systems  are  electric. 
Every    alarm    is    instantaneous — the  response 

>^r_THC  INSTRUMENT  0«  QUAl'TT^^S. 
J^^y    Cl.tA»   A»  A  tCLl 

immediate. 

Installed  and  operated  by 

THE    HIGHEST    CLASS  TALKING 
MACHINE  IN  THE  WORLD 

Dominion  Messenger  & 
Signal  Co.  Limited 

MONTREAL        OTTAWA  TORONTO 

HAMILTON  WINNIPEG 

IfllllllllllllllllllllllllllllllllllllllillllM 

llllllllllllllllllll! 
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MEMBERS  OF  1  AND  2  SHIFTS,  No.  27  FIRE  STATION,  ASCOT  AVE.,  EARLSCOURT 


Reading  Left  to  Right: — (On  seat)  F.  Longstaffe,  Capt.^H.^Hamilton,  R.  Brown,  T.  Cattle,  R.  Phyliss. 


Reading  Left  to  Right: — M.  Hannah,  F.  Martin,  D.  Bailey,  (On  seat)  P.  Wiseman,  Lieut.  J.  Waterman. 


.JIIIIIIIIIIIIIIIIIIM 
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1 

Phone — Mill,  Lakeside  4533 

Blachford  Shoe  Mfg. 

i 

B 
B 

T  TJ  T7      T7  T   1 A  17  D      T?  T  (~\T  IT) 

Lo.,  Limited 

■ 

B 

MILLS  CO. 

TORONTO,  CANADA 

= 

B 

"  VICTORIA" 

| 

"  The  Good  " 

PASTRY  FLOUR 

Makers  of 

1 

MANITOBA  BRANDS 

"GEORG1NA" 

1 

Pride  of  the  Prairie 
Prairie  Queen 

"ARCHGRIP" 

"ONYX  " 

1050  KING  STREET  WEST 
TORONTO 

Fine  SHOES  for  Women 

HEADQUARTERS  FOR 

When  buying 

Crutches,  Tips  and 

Illuminating  Glassware 

Trusses 

always  ask  for 

Canada's  Leading  Truss,  Crutch  and 

Jefferson  Glass 

Deformity  Appliance  Manufacturers 

MADE  IN  CANADA 

Established  60  years 

AUTHORS  &  COX,Limited 

Jefferson  Glass  Co. 

LIMITED 

Phone  Main  2267 

Factory  and  Head  Office 

135  Church  Street,  Toronto 

388  Carlaw  Ave.,  TORONTO, Can. 

Illlllllllllllllllllll 
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MEMBERS  OF  1  AND  2  SHIFTS,  No.  28  FIRE  STATION,  MONTGOMERY  AVE. 


Reading  Left  to  Right: — E.  Richardson,  Lieut.  W.  Calhoun,  R.  Price,  N.  Fallis,  T.  Douglas,  R.  Furnival, 

G.  Balfour,  T.  Robinson,  Capt.  A.  H.  Everist. 


Reading  Left  to  Right: — 

Top  Row:  F.  Quinton,  R.  Gaston,  J.  Barnett,  S.  Ridge,  T.  Rogers,  N.  Ringham. 
Bottom  Row:  C.  Durie,  Lieut.  P.  Herd,  Capt.  T.  Wallace,  E.  Farrants,  T.  Andrews. 
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IROQUOIS  HOTEL 

GRILL  and  CAFETERIA 

Open  7  A.M.  to  12  P.M. 
Most  Centrally  Located  Hotel  in  Toronto        Rates,  $1.50  to  $3  per  Day 


Satisfying  your  Clients  is  the  means 
of  success  for  any  business. 

OUR  Clients  are  satisfied. 

If  you  want  your  Printing  to  bring 
the  desired  results 

CALL  MAIN  2558 

THE  ROBINSON  PRESS 

CHAS.  ROBINSON,  Prop. 

106  LOMBARD  STREET 


WINSOME  MAID 

Pure  Thread  Silk 

HOSIERY 


ALLAN  SILK  MILLS 

LIMITED 
43  Davies  Avenue,  TORONTO 


C.  A.  WARD 

3  - FIRE-PROOF  STORAGES -3 

Phone  3200  Trinity 
Oxford  St. 

Junction  4374 
2388  Dundas  Street  West 

Head  Office,  26  Oxford  Street,  Toronto 


The  Oxford  Garage  and  Livery 

40=44  Oxford  Street,  Toronto 

Day  and  Night  Service 

We  do  Expert  Repai  rs  on  all  makes  of  Cars  and 
Trucks.  Ignition  Work.  Recharge  Batteries. 
Burn  Out  Carbon.    Storage  by  Day  or  Night. 

Limousines  and  Touring  Cars 

C.  A.  WARD,  LIMITED      Phone  Trinity  0848 


H.  B.  JOHNSTON  &  COMPANY 

CALFSKIN  TANNERS 


MANUFACTURERS  OF  UPPER  LEATHER  FOR  SHOES 


774  Dundas  Street  East 


Toronto 
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MEMBERS  OF  No.  1  and  2  SHIFTS  MISSING  IN  APPARATUS  PICTURES 


Reading  Left  to  Right  (including  Station  Number)  : — 

4th  Row— G.  Wilson,  No.  22;  J.  Parkinson,  No.  10;  H.  Yates,  No.  8;  H.  Hamill,  No.  10. 
3rd  Row— P.  Jones,  No.  28;  J.  Ross,  No.  22;  V.  Henrv,  No.  22;  W.  Chessman,  No.  14;  M.  Reid,  No.  28. 
2nd  Row— W.  Ferris,  H.O.;  C.  Kirkaldv,  No.  18;  A.  Lucas,  No.  1;  H.  Jones,  No.  20;  R.  Earsman,  No.  12; 
G.  Clyme.  No.  26. 

Bottom  Row— Lieut.  J.  L.  White,  No.  18;  Capt.  J.  Best,  H.O.;  Capt.  J.  Hurst,  No.  10:  Capt.  J.  Coulter,  No.  2; 
Lieut.  H.  Simpson,  No.  25. 
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For  Stiff,  Aching, 
Muscles,  Sprains  and 
Bruises 

Most  Firemen  Use 

DR.  CHASE'S 
LINIMENT 

In  fact  all  of  Dr.  Chase's  Medi- 
cines are  endorsed  by  the  firemen, 
and  Dr.  Chase  Thermometer  is 
used  on  the  fire  halls  to  keep  a  line 
on  the  temperature. 

Dr.  A.  W.  Chase  Medicine  Co. 

Dr.  Chase  Bldg.,  TORONTO 


Fine  Tailored  Clothes  for  Men 


Agents  in  Every  Town  and  City  in  Canada 

TAILOR  SHOPS  AND  SPECIAL  MEASURE  DEPARTMENT 
14  WEST  FRONT  STREET,  TORONTO 

The  Lowndes  Company  Limited 


^iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiw 
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MEMBERS  OF  No.  1  and  2  SHIFTS  MISSING  IN  APPARATUS  PICTURES 


Reading  Left  to  Right: — Including  Station  number 

3rd  Row— H.  Blakey,  No.  10;  Lieut.  A.  Keay,  No.  14;  M.  Sawdon,  No.  3;  F.  Lowrey,  No.  25. 
2nd  Row— C.  McCall,  No.  22;  H.  Prothero,  No.  25,  }.  Anderson,  No.  20;  C.  Lowrey,  No.  18;  S.  Allen,  No.  8; 
F.  Reynolds,  No.  24. 

Bottom  Row— Lieut.  A.  Beaviaus,  No.  10;  Lieut.  E.  Leech,  No.  14:  G.  Lee,  No.  8;  J.  Hazlett,  No.  24. 
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COMPLIMENTS  OF 

OLYMPIA 

C.  J.  Bodley,  Ltd. 

RECREATION 
CLUB,  Limited 

1 

H 

1 
| 

TORONTO 

Best  Equipped  Bowling  and  Billiard  Academy 
in  the  City 

Reservations  for  Ladies'  Private  Parties 
(Afternoons) 

16  ALLEYS       16  BILLIARD  TABLES 

Res!  Room,  Check  Room,  Dressing  Room, 
Refreshments 

Most  Modern  Conveniences 

n 

1 
1 

Manufacturers  of 

We  are  now  open  for  bookings  for  our  FIFTY 
new  Alleys  for  the  coming  season 

BISCUITS  AND  FINE 

331  YONGE  STREET 

South  of  Gould 

CAKES 

PHONE  MAIN  5795 

FRANK  O'CONNOR,  Manager 

Compliments  of 

Compliments 

ASTORIA  CAFE 

of 

HOY  SING.  Pre,.. 

Auto  Strop  Safety  Razor 
Co.  Limited 

433  Yonge  Street 

E.  NORMAN  &  CO. 

Receive  Money  for  Investment 

QUICK   LUNCH    COUNTER  AND 
GRILL  ROOM 

in  First  and  Second  Mortgages 
Phones,  MAIN  5641-5642 

Specialize  in  Chinese  Dishes 

5  o'Clock  Tea 

18  Richmond  Street  East,  Toronto 
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ELECTRIC  ROOM  TORONTO  FIRE  DEPARTMENT 


THE  TORONTO  FIRE  ALARM  SYSTEM 

Is  located  in  the  rear  of  Fire  Headquarters,  152  Adelaide  Street  West;  the  building  is  detached,  of  fire  proof 
construction,  three  storeys  in  height  and  solely  occupied  by  the  fire  alarm  department.  Equipment  is  known  as 
a  central  office  system  of  Gamew ell- Northern  Electric  make,  is  arranged  for  Automatic,  Semi-Automatic  or  Manual 
operation;  installed  1912;  it  consists  of  the  following:  a  40-circuit  terminal  board,  a  40-circuit  protector  board, 

40-circuit  testing  board,  a  20-circuit  box  relay  board,  10-circuit 
joker  relay  board,  10-circuit  gong  board,  a  10-4  dial  manual  trans- 
mitter for  gong  and  joker  lines,  4  5-circuit  punch  registers,  2  single 
circuit  registers  with  automatic  time  stamps  for  recording  signals, 
a  40-circuit  annunciator  board,  4  10-circuit  automatic  charging 
and  operating  storage  battery  switch  boards,  storage  battery,  a 
motor  generator  set  and  a  direct  current  service  as  auxiliary  for 
charging  batteries,  a  department  telephone  switch  board  with 
connections  to  all  fire  stations.  There  are  550  street  fire  alarm 
boxes  connected  on  the  several  box  circuits  throughout  the  city; 
each  street  box  circuit  is  connected  to  a  relay  Morse  key  tap  bell 
and  through  local  circuit  to  one  pair  of  registers  automatically 
transmitted  to  the  several  fire  stations  on  punch  register  and  tap 
bell,  the  operator  repeating  same  over  gong  circuits  from  manual 
transmitter  to  the  large  electro-mechanical  gongs  in  fire  stations. 

All  circuits  are  protected  by  two  sets  of  1  ?  ampere  glass  enclosed 
wire  fuse  Argus  type  lightning  arresters  having  grounded  plate 
and  plush  type  protectors  on  the  protector  board,  }  •>  ampere  fuse 
on  battery  board  and  voltage  racks  also  in  cable  boxes  on  poles. 
Current  for  operating  the  system  is  supplied  by  5  ampere  hour 
Cloude  accumulator  storage  battery  in  duplicate,  in  all  1,220  cells; 
the  cells  are  mounted  on  glass  rails  on  double  porcelain  knobs 
supported  by  wooden  racks  on  the  3rd  floor  of  fire  alarm  building. 
The  alarm  boxes  are  mounted  on  poles  and  are  of  non-interfering 
succession  types;  each  box  has  a  key  under  glass  guard,  which  must 
be  broken  and  hook  pulled  down  to  send  in  an  alarm. 

The  fire  alarm  staff  consists  of  Superintendent,  Assistant  Super- 
intendent, 4  Fire  alarm  operators,  3  Line  Men,  4  Telephone  operators 
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Let 


us 


again 
emphasize — 
"Semi-finish" 
laundry  is 
different 


Don't  confuse  "semi-finished "  laundry  with  "rough-dry" 
or  "wet-wash."  We  do  all  these  kinds  of  laundry  work, 
but  are  specializing  on  the  newest  and  best  "semi-finished." 
Your  family  wash  comes  home  to  you  dry  and  ironed 
well  enough  so  that  most  of  the  pieces  can  be  used.  The 
"fussy"  pieces  with  fancy  corners  and  frills  are  not  hand- 
finished.  We  leave  that  much  for  you  to  do  with  your 
hand-iron.  No  marking — no  starching — and  each  wash 
is  done  separately  in  the  softest  of  soft  water.  Phone 
now,  and  make  next  Monday  a  happy  one. 


Toronto  Wet  Wash  Laundry  Co.  Ltd. 


SEMI-FINISHED 


175  OSSINGTON  AVE. 


Lakeside  5280 


Compliments  of 

Douglas  Ponton 

Established  1880 


REAL  ESTATE 


Royal  Bank  Building,  TORONTO 


Manufacturers  of  Oak  Flooring,  Dowels,  Sash, 
Doors,  Blinds,  Pine  and  Hardwood  Trim 
Machine  Woodwork  of  Every  Description 
Grand  Rapids  System  used  in  Kiln-drying 


BUY  Service 

BUILD  Value 

WORK  Quality 

Good  LUMBER  of  Every 
Description  from 

GEORGE  RATHBONE  LIMITED 

10  NORTHCOTE  AVE. 

Phones — Office,     Lakeside  0915 
Factory.  Lakeside  0917 

Dealers  in  B.C.  Shingles,  Lath,  Beaver  Board, 
Pattern  Pine,  Doors,  Mouldings,  Hemlock  &  Fir 
White  Pine  in  Every  Size  and  Grade 
Hardwoods — Foreign  and  Domestic 


^llllllillllllllllllllllllllllllllllllllllllllllllllllllllilli 


152 


158 


plllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllll^ 


HOPE'S 

STEEL  CASEMENTS 

in  Standard  Sizes  and  Types 

For  HOMES,;  APARTMENT  HOUSES 
and  a  wide'range  of  other  buildings 
COST  NO  MORK  THAN  WO(II) 

These  windows  are  the  result  of  one 
hundred  years'  experience  in  British  do- 
mestic architecture,  which  is  the  basis  of 
all  the  modern  houses  built  to-day,  which 
you  find  attractive.  Our  Standard  Case- 
ments which  hitherto  have  only  been 
available  for  highest  priced  residences  and 
large  buildings  are  now  available  at 

PRICES  EQUAL  TO  WOOD  SASH  IN 
EVEN  THE  SMALLEST  HOMES 

They  are  the  only  windows  which  com- 
bine the  best  architectural  proportions 
with  a  wide  range  of  selection  to  cover  al! 
conditions. 

The  interior  design  is  in  itself  a  decora- 
tive feature  of  any  room.  They  can  be 
installed  in  wood  frames  or  direct  into 
brick  work,  concrete,  or  tile  construction. 

HOPE'S  Windows  are  designed  for  the 
climate  and  have  been  installed  in  most  of 
the  best  buildings  in  Canada  and  the 
United  States. 

Large  stocks  carried  in  our  Toronto 
Warehouses  for  quick  delivery. 

Send  for  list  of  standard  sizes,  etc. 

HENRY  HOPE  &  SONS  OF  CANADA, 
LIMITED 

Bank  of  Toronto  Chambers 
205  Yonge  Street,  Toronto 


Thrift  versus  Spendthrift 


Earning  twenty  dollars  a  week  and  banking  two, 
you  are  better  able  to  rise  above  emergencies  than 
the  man  making  a  hundred  and  saving  nothing 
A  savings  account  is  a  backing  that  gives  you  con- 
fidence and  power  Efficient  and  courteous  service 
is  assured  you  at  any  branch  of  this  Bank. 


IMPERIAL  BANK  OF  CANADA 


24  BRANCHES  IN  TORONTO 
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CUP  WINNERS 

Reading  Left  to  Right:  W.  S'choles,  R.  Shackelton,  T.  Robinson,  F.  Gordon,  W.  Pritchard,  E.  Price,  W.  Beamish; 
A.  Scott,  C.  Bird,  A.  Johnston,  A.  Sawyer,  S.  Speares,  W.  McCallum,  N.  Fallis,  W.  Richardson; 
R.  Bullock,  Lieut.  W.  L.  Moodie,  Lieut.  J.  Joyce,  W.  R.  Cox,  W.  Sproule. 


THE  FIRE  FIGHTERS  IN  ATHLETICS 

The  Fire  Fighters  have  within  their  membership  several  fine  athletes  who  would  be  a 
credit  to  any  athletic  organization.  It  is  doubtful  if  any  athletic  association  in  the  country  can 
supply  as  many  first  class  entries  for  a  general  track  and  field  event  program  as  the  Fire  Fighters 
of  Toronto. 

They  have  several  sprint  men;  a  supply  of  440  yds.,  half  mile,  mile  and  long  distance  men; 
jumpers,  shot  putters,  hammer  throwers,  ladder  teams  and  hose  teams. 

Since  they  first  took  part  in  sports  as  an  organization  five  years  ago  they  have  taken  second 
place  to  none. 

The  large  trophy  in  the  centre,  which  was  presented  in  1918  by  the  Toronto  District  Labor 
Council  for  general  proficiency  in  Athletics  in  the  Labor  Day  Games,  was  won  in  1919,  1920, 
1921  by  the  Fire  Fighters  and  is  now  their  permanent  property. 

These  games  are  open  to  members  of  any  union  that  is  recognized  by  the  Trades  Congress 
of  Canada,  and  are  held  in  front  of  the  Grand  Stand  at  the  Canadian  National  Exhibition  on 
the  first  Monday  in  September  each  year. 

The  second  trophy  from  the  left,  a  sterling  silver  cup,  was  presented  for  competition  by 
the  Toronto  District  Labor  Council  in  1922  to  replace  the  one  won  outright  by  the  Fire  Fighters. 
You  will  note  there  is  only  one  shield  on  this  trophy.  On  that  shield  is  engraved  (Won  1922 
by  Local  113  International  Association  of  Fire  Fighters).  It  is  the  desire  and  the  intention 
of  the  Fire  Fighters  to  see  the  same  engraving  on  the  next  two  shields 

The  third  trophy  from  the  right,  presented  by  M.  Thomas,  General  Manager  of  the  American 
La  France  Fire  Engine  Co.,  is  for  competition  on  the  baseball  field.  The  Fire  Fighters  have  for 
the  last  four  years  run  an  eight  team  baseball  league,  and  if  anyone  is  in  doubt  as  to  the  sincerity 
of  the  boys  in  sport  just  let  them  attend  some  of  the  ball  games  which  are  played  in  the  mornings 
at  Willowvale  Park  or  at  Broadview  and  Danforth  Ave.,  and  they  will  find  the  same  spirit  there 
that  prevails  when  the  Fire  Fighters  are  on  duty  battling  the  fire  demon. 
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TORONTO'S  FAMOUS  HOTELS 

1 
1 

THE  WALKER  HOUSE 

"  The  House  of  Plenty" 

THE  HOTEL  CARLS-RITE 

The  House  of  Comfort 

ROOMS  WITH  A 

MILLION  COMFORTS 

1 

Very  special  attention  is  given  to  the  comfort  of 
ladies  and  children  travelling  without  an  escort. 

| 

■ 

Not  a  Dollar  or  an  id< 
way  improve  our  meth 
public. 

:a  is  spared  that  will  in  any 
ods  of  serving  the  travelling 

■ 
1 

Guests  are  accommoda 
the  Carls-Rite  on  the 

ted  at  the  Walker  House  or 
American  or  European  plan. 

GEO.  WRIGHT        -        E.  M.  CARROLL 

PROPRIETORS 

F.  W.  MATTHEWS  &  CO. 

J.  L.  GIROUX 

QUALITY 

MEN'S  WEAR 

FUNERAL 
SERVICE 

Cleaning,  Pressing,  Altering, 
Repairing 

Phone  Trinity  0791 

Main  Store  and  Works 

2054  QUEEN  STREET  EAST 

Kew  Beach 
Phone  Gladstone  0954 

665-67  SPADINA  AVE.,  TORONTO 

Branch  Store.  2230  QUEEN  ST.  EAST,  Balmy 
Beach.    Phone  Gladstone  0897 
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The  trophy  on  the  extreme  right,  which  was  presented  by  Ellis  Bros.,  jewellers,  to  be  com- 
peted for  in  the  Fire  Fighters  Field  Days,  is  emblematic  of  the  best  all  round  athlete  of  the 
department. 

The  trophv  on  the  extreme  left,  presented  by  the  Dunlop  Tire  &  Rubber  Co  ,  is  emblematic 
of  the  best  all  round  athlete  in  the  Fire  Fighting  service  in  Ontario.  This  trophy  has  been  held 
since  1919  by  members  of  the  Toronto  Dept. 

The  beautiful  trophy  in  the  centre  (front)  was  presented  by  Mr.  Roth  Eaton  for  competition 
between  the  five  pin  teams.  Six  miniture  trophy s  accompany  this  one  and  are  presented  yearly 
to  the  members  of  the  championship  team.  The  large  trophy  being  held  by  the  championship 
team  for  one  year.  There  has  been  as  much,  even  more,  competition  for  this  trophy  than  any  of 
the  others.  Through  the  winter  months  20  very  evenly  matched  teams  have  battled  on  the 
alleys  for  possession. 

The  second  trophy  from  the  right  was  donated  eleven  years  ago  by  Ryrie  Bros.,  jewellers, 
for  the  Union  mustering  the  greatest  percentage  of  its  membeiship  in  the  Labor  Day  Parade, 
and  is  now  held  by  the  Fire  Fighters. 

The  third  trophy  from  the  left,  donated  by  the  General  Labor  Day  Committee  for  General 
appearance,  proficiency  in  marching  and  percentage  of  membership  mustered  in  the  Labor  Day 
Parade  is  at  present  held  by  the  Fire  Fighters. 

The  silver  mounted  ebony  gavels  accompanying  this  trophy,  a  pair  being  presented  annually 
to  the  Union  winning  this  event. 

Though  there  are  many  athletes  in  the  Dept.  who  will  compete  against  most  any  opposition 
to  make  a  name  for  their  organization,  credit  for  gathering  so  many  beautiful  trophies  and  the 
thousands  of  dollars  worth  of  prizes  won  by  the  different  athletes  must  be  divided  with  those 
who  have  spent  months  of  their  time  digging  up  raw  material,  training  it,  and  promoting  athletic 
meets. 

The  Sports  Committees  of  the  Fire  Fighters  Association  have  from  year  to  year  worked 
hard  and  though  their  field  days  have  not  as  yet  been  a  financial  success  they  have  the  satisfac- 
tion of  being  classed  by  the  sporting  public  as  one  of  the  best  organizations  for  the  promotion 
of  clean  sports  and  athletics  in  this  locality.  They  started  off  some  years  ago  with  picnics 
which  always  had  a  fine  program  of  sports.  Then  a  baseball  league  was  organized.  Shortl> 
after  that  a  bowling  league. 

In  1920  they  held  a  field  day  at  Hanlan's  Point  that  was  considered  by  all  who  attended 
to  be  one  of  the  finest  programs  and  best  handled  affairs  ever  held  in  Toronto.  Both  their 
entry  and  prize  list  were  far  from  the  ordinary . 

No  doubt  the  poor  patronage  given  the  Fire  Fighters  on  this  occasion  was  mostly  due  to  the 
fact  that  the  sporting  public  had  pretty  well  broken  away  from  these  affairs,  this  being  the  first 
field  day  held  in  Toronto  since  before  the  War. 

Regardless  of  considerable  financial  loss  on  their  first  venture  they  decided  in  1922  to  pro- 
mote another  field  day,  and  in  that  year  held  at  Varsity  Stadium  a  very  fast  meet  which  without 
a  doubt  was  the  most  attractive  day  of  sports  held  in  Toronto  in  a  great  many  years. 

Their  open  events,  which  were  entered  by  the  best  athletes  in  the  district,  were  run  in  close 
to  record  time,  and  the  closed  events  almost  as  fast.  When  it  comes  to  showy  demonstrations 
of  speed  and  skill  the  Fire  Fighters  sure  were  there  with  their  ladder  contest,  hook  and  ladder 
races  and  hose  reel  races. 

The  Committee  in  charge  came  through  with  a  reputation  as  first  class  sport  promoters  and 
broke  about  even  on  the  financial  end  of  it. 

Preparations  are  now  being  made  for  another  field  day  in  1923  in  which  it  is  to  be  hoped  that 
the  sporting  public  will  reward  the  Fire  Fighters  for  their  hard  work  and  persistent  efforts  to 
promote  clean  amateur  athletics  by  attending  in  greater  numbers  than  previously. 
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Compliments 


J.  S.  FRY  &  SONS  Limited 


COCOA  AND 
CHOCOLATE  MANUFACTURERS 
TORONTO,  Ont 


Linington,  Connell  &  Co. 

LIMITED 

PAINTING  AND 
DECORATING 

Estimates  Cheerfully  Furnished 
Phone  Trinity  3604 
1254  Dundas  Street  West,  TORONTO 


Ruud  Mfg.  Co. 

AUTOMATIC 
GAS  WATER  HEATERS 

474=476  Bathurst  St.,  TORONTO,  Ont. 


DINEEN'S 


4 


4.  ?, 


Hats  and 

Mens 
Overcoats 


140  Yonge  Street 


TORONTO 


Douglas  Bros.  Limited 

SHEET  METAL 
CONTRACTORS 

Felt,  Slate  and  Tile  Roofing,  Fireproof 
Windows,  Doors  and  Shutters.  Sky 
lights,  Cornice,  Corrugated  Iron 

124  Adelaide  St.  W.,  TORONTO,  Can. 


Gaulk  Denture  Gream 

is  absolutely  a  God  send  to  every 
wearer  of  artificial  teeth  or  remov- 
able bridge.    Cleans  and  sterilizes, 
Prevents  soreness  and  odors. 


Ask  your  dentist. 
Buy  from  your  druggist. 


The  L.  D.  Caulk  Company  of  Canada,  Ltd. 

172  John  Street,  Toronto 


READY  FOR  THE  CALL-DEPENDABLE 

Speed  and  Endurance  are  necessary  in  the  Fire- 
fighter to  ensure  public  safety 
just  as 

Comfort,  Quality  and  Purity  are  the  necessary 
rest-giving  essentials  of  a  mattress  that  will 
ensure  the  well  being  of  the  individual. 

RELIABLE  MATTRESS  CO. 

Manufacturers  of 
Medium  and  High  Grade  Mattresses. 
PHONE  406  BATHURST  ST. 

TRINITY  1547  TORONTO 


YOU  CAN  SAVE  MONEY 

if  you  buy  your 
CLOTHES  TO  MEASURE 
from 

THE  REGENT  TAILORS 

POPULAR  PRICE  SUIT  OR  OVERCOAT 


$24.00 


Branches  in  all  leading  cities: 
Brantford,  Belleville,  Hamilton,  Kitchener, 
London,  Ottawa,  Peterboro,  St.  Catharines, 
Sault  Ste.  Marie.  Windsor 
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MEN  WHO  ARE  ON  PENSION 
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The STANDARD  FUEL CO. 

IMPORTERS 

High-grade  Anthracite, 
Bituminous  and  Smokless 
Coals 


SOLE  ONTARIO  AGENTS  FOR 

SOLVAY  COKE 

The  Faultless  Fuel 


Tel.  Main  4103       79  KING  EAST 


STRENGTH  for  Your 
BOYS   AND  GIRLS 


Your  children  need  plenty 
of  pure,  sweet  milk  as 
much  as  they  need  the 
fresh  air  and  the  sunshine. 

May  we  serve  you  ? 

S.  CAULFIELD  &  SONS 

LIMITED 
381  RONCESVALLES  AVENUE 

Producers  and  Bottlers  of 

Scientifically  Pasteurized  Milk,  Cream 
and  Buttermilk  (Creamery  Butter) 

Our  Telephone  Lines  offer  Courteous  Service 
JUNCTION  0662 
Nights,  Sundays  and  Holidays,  Junction  5141W 


Don't  confuse  "SUPER  SERVICE" 


with  the  ordinary  "  mending  done  free"  that  you 
have  been  disappointed  with. 

Our  Guaranteed  Repair  service  is  vastly  different. 

Super-Service  is  all  it  claims  to  be — and  you 
are  requested  not  to  pay  the  bill  unless  both 
laundering  and  repairs  are  entirely  to  your 
liking. 


PHONE  MAIN  4821 
and  be  convinced 


O^ario  laundry 

COMPANY  mmM   LIMITED  t0 
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MEN  WHO  ARE  ON  PENSION 


1— Capt.  W.  W.  Fox  2.  R.  J.  McGowAN,  Secretary  3— Capt.  T.  Poynton 

4. — Capt.  N.  Sweetman  5 — Capt.  W.  Crawford  t> — John  Fallon 

7 — W.  Cross,  Supt.  of  Engine?  8 — Capt.  G.  Ford  9 — John  McCormick 

10 — John  Batkin  11 — Capt.  C  Ardagh  12 — H.  Atkinson 
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GOLEMAN  QUICK-LITE 

&    ft  $2 

The  Coleman  Lamp  Ccx 

LIMITED 

LARGEST  MANUFACTURERS  OF 
GASOLINE  LAMPS,  LANTERNS  AND 
LIGHTING  PLANTS  IN  THE  WORLD 

ft  ft  ft 

Queen  St.  East  &  Davies  Av.     TORONTO,  Canada 
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LET  US 
BE  YOUR 
FIRE 
DEPT. 


BAKE-RITE,  Ltd 

Will  Put  Out  Your  Fires 

This  Summer  by  Doing 

Your  Baking  for  You 


Only  the  Finest  Materials  Used  by  the  Best  Bakers  from  Scotland 


STORES  AT 


BLOOR  AND  YONGE  -  Trinity  5868 
DUNDAS  AND  KEELE  -  -  J.  6159 
QUEEN  AND  LEE  -  -  Gladstone  4775 
PARLIAMENT  AND 

CARLTON      -      Randolph  2197 


MAIN  AND  GERRARD  Gladstone  5177 
DAN  FORTH  AND  PAPE  Gerr.  3899J. 
SUNNYSIDE  -  -  -  Lakeside  5649 
BLOOR  AND  BATHURST  Trinity  3923J. 


Head  Office: 

4  ELLERBECK  AVE.      GERR.  9761 
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MEN  WHO  ARE  ON  PENSION 


1 — Capt.  W.  Auchincloss  2 — District  Chief  F.  Forsyth  3 — W.  F.  Ashfield 

4— Capt.  R.  Thompson  5— Capt.  W.  J.  Swift  6— Capt.  T.  Tate 

7 — Capt.  R.  Sargent  8 — Capt.  W.  Patterson  9 — Lieut.  W.  Brown 

10— F.  Milligan  I1-— J-  Coulter  12— T.  Eward 
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Compliments 


JOHN  E.  RUSSELL 
Builders'  Supplies 


Harbour  Commission  Building,  TORONTO 


TORONTO  QUALITY 
ASP  HALT  SLATES 

AND  ROOFING  PRODUCTS 
are  not  made  for  APPEARANCE 
ONLY,  the  principle  behind  their 
manufacture  is  to  give  STAUNCH 
SERVICE 


DO  NOT  CURL 

TORONTO  QUALITY 

Products  are  especially  Fire  Resisting 
because  no  Oils  are  used  in  their 
composition 

Artistic  Durable         Weather  Tight 

MADE  IN  YOUR  OWN  CITY 

TORONTO  ASPHALT  ROOFING  MFG.  CO.  LIMITED 


164 


3IIIIIIIII!1IIIIIIII!IIII!IIIIIIII1 


Claims  Paid  Out  of  the  Burial  Fund  up  to  February 

1st,  1923 


For  Our  Late  Brothers 

1.  J.  Jarvis  Richmond  St.  Hall  9. 

2.  M.  Thompson....  Portland  St.  Hall  10. 

J.  Lawrence             ..   College  St.  Hall  11. 

E.  W.  Brady  Yorkville  Ave.  Hall  12. 

E.  W.  Brown...   Work  Shop,  H.Q.  13. 

C.  F.  OnielL-  .        .....Yorkville  Ave.  Hall  14. 

7.  Geo.  E.  Short....      .....Queen  St.  Hall  15. 

8.  E.  C.  Phillips  Queen  St.  Hall 


3. 
4. 
5. 
6. 


S.  Ridout    Rose  Ave.  Hall 

A.  Jouffrat  Keele  St.  Hall 

J.  T.  Taggart..   College  St.  Hall 

J.  Batkin   Bolton  Ave.  Hall 

H.  V  Burton  Yonge  St.  Hall 

J.  Johnston  Dundas  St.  W.  Hall 

A.  Auchincloss  Adelaide  St.  H.O. 


Number  of  Alarms  with  Losses  and  Insurance  for  the 

Past  37  Years 


Year 

1886.. 

1887.. 

1888.. 

1889.. 

1890. 

1891.. 

1892.. 

1893.. 

1894.. 

1895.. 

1896.. 

1897.. 

1898.. 

1899.. 

1900 

1901.. 

1902.. 

1903.. 

1904. 

1905. 

1906. 

1907.. 

1908 

1909.. 

1910.. 

1911- 

1912.. 

1913.. 

1914.. 

1915.. 

1916.. 

1917.. 

1918- 

1919.. 

1920.. 

1921.. 

1922 


10 


Losses 
280,902 
74,685 
215,194 
134,760 
487,186 
210,115 
220,509 
L95, 103 
152,281 
,817,374 
292,256 
666.621 
458,331 
351,307. 
182,334 
122,126 
423,544 
273,696. 
,956,546 
448,664, 
667,247 
,107,542 
,073,989 
740,931 
259,741, 
447,988 
112,484, 
947,055, 
U4,663. 
156,284, 
525,161. 
343,803. 
261,438, 
522,856, 
121,185 
980,126. 
,809,701, 


00.. 
00. 
00. 
00. 


Insurance 
.$  1,164,163 
638,149 
967,979 
1,016,138 


44—  1,184,473 
93.  1,150,206 
15—  1,111,106 
67  1.021,081 
91..  1,153,992 

00   3,553,711 

00.   1,133,823 

00   2,500, 1 87 

47—  1,776,657 

60   1,271,545 

26  993,935 

53—  1.079,626 

73  2,111,362 

70   2,111,724 

35  10,899,716 

04...  2,246,486 

35..  3,679,744 

49_.  5,315,145 

93   4,218,783 

78   2,531,741 

36   3,036,631 

84.  3,751,095 

49   5,428,566 

45—  ('.,  147,500 
00.  .  16,493,234 
00..  12,738,746 
00...  _  11,445, S34 

00   5,944,185 

00   .  38,445,280 

00.  .  10,872,400 

00.  24,397,681 

00—  .  19,743,647 

00-    27  832,581 


00. 
.00. 
.00 
17. 
.50 
.tic. 
99.. 
00 
70.. 
00- 
.00. 
00 
00.. 
25. 
,00 

oo 

00.. 
96 
65 
.66.. 
60 
00- 
.00 


Alarms 

274 

308 

311 

317 

385 

442 

503 

555 

541 

581 

597 

582 
.  713 

S40 

746 

655 
.  798 

867 

771 

779 
.  854 
1,061 

975 


75  ..  .1,103 

00—  .....1,267 

00  .1,593 

00..   1,670 

.00   .2,025 

00  2,137 

00    1,881 

00   ....2,071 

00—  ..2,042 

00  2,450 

00   2,356 

00   ...2,717 

00   2,278 

00   2,413 
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If  You  contemplate  BUILDING  or 
X/  making  any  ALTERATIONS,  let  us 
solve  the  problem  for  you. 

Allow  us  an  opportunity  of  explaining  how  we 
handle  modern  commercial  and  industrial  build- 
ings, from  the  making  of  the  plans  to  the  com- 
pleted structure. 

peraarb  $racfe 

ylrchiteEl  and  Engineer 
OTIS  FENSON  BUILDING,  170  BAY  ST.,  TORONTO,  ONTARIO 


(§ntnv\o 
3tarkpg  Club 

WOODBINE  PARK 
TORONTO 

Spring  Meeting 

May  1  7th  to  24th 


Long  Distance  Racing 
and  Steeplechasing  the 
Features 


GENERAL 

ADMISSION 


$1.75 


and  Government 
War  Tax 


COLONEL  WM.  HENDRIE,         W.  P.  FRASER, 

President  Sec'y-Treas'r 


Adelaide  2417 


COMPLIMENTS 


Surnatite  Entity 

(ttnmpattti 


E.  C.  ROELOFSON,  Manager 


9a  Wellington  St.  East 
Toronto 


iiniiiiiiiiiiiiiiiiiiiiiiiiiiiiiiii^ 


1G6 


pllllllllllllllllllllllllHIIIIIIIIIIIIIIIIIIIIIIIIIIH 


Hi 


mam 


PETER  HURD 

PRESIDENT,  LOCAL  No.  113,  TORONTO  FIREFIGHTERS 
Appointed  Jan.  4th,  1906 
Promoted  to  rank  of  Lieutenant  Jan.  15th,  1919 
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RICHLY  CUT  GLASS 


Trophies  Emblematic  of  any  Sport 


cw  ^/^E  design  and  make  trophies, 


prize  cups,  shields,  emblem- 
atic of  any  sport.    We  can 
show  you  a  wide  variety  of 
designs  at  prices  that  suit  every  purse. 

Write  us  for  any  information  you  may 
require  at  any  time.  Ask  for  samples 
of  some  of  the  fine  trophies  our  de- 
signers have  made. 

The  STANDARD  SILVER  Go. 

of  TORONTO,  LIMITED 
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The  Fruits  of  Organized  Effort  of  the  Firemen 


HE  organization  of  Firemen  have  been  given  the  credit  that  they  have  been 
capable  of  attaining  more  objectives  in  the  short  space  of  two  years  than  that 
of  any  other  organized  body,  which  goes  to  prove  as  a  matter  of  fact  the  real 
benefit  of  organized  effort,  and  at  the  same  time  keeping  uppermost  in  mind 
that  they  must  be  conservative  in  their  requests  and  not  too  radical  in  their 
demands. 

At  no  time  have  the  firemen  ever  asked  for  anything  that  could  be  termed 
radical  or  unreasonable,  and  upon  this  fact  rests  the  main  point  of  the  success 
that  has  met  the  efforts  of  the  officers  responsible  for  the  conditions  of  to-day 
pertaining  to  firemen. 

At  a  regular  meeting  of  the  Toronto  Fire  Fighters'  Association  in  the  early 
part  of  1920  it  was  brought  to  the  attention  of  the  members  that  if  proper  efforts  were  put  for- 
ward it  might  be  possible  to  have  the  firemen  included  in  the  Lord's  Day  Observance  Act, 
which  provides  Dominion  Legislation  giving  the  industrial  workers  one  day  off  work  in  every 
seven.  The  members  then  elected  a  committee  to  go  into  this  matter  and  report  on  same. 
After  considerable  investigation,  getting  advice  from  one  quarter  and  another,  it  was  eventu- 
ally found  that  they  could  not  come  under  the  classification  of  an  industrial  worker  in  the  mean- 
ing of  the  Act,  but  the  committee  were  advised  that  if  they  should  seek  from  the  Ontario 
Legislature  an  Act  providing  for  same  that  it  might  be  entertained.  Upon  reporting  this  to 
the  next  meeting  the  members  then  instructed  the  committee  to  take  such  steps  as  they  thought 
necessary  to  bring  this  matter  before  the  next  session  of  the  Legislative  Assembly  of  Ontario. 

The  committee  then  found  that  one  of  the  greatest  obstacles  was  that  this  legislation  was 
only  being  sought  by  Toronto  Firemen,  so  they  immediately  took  steps  and  corresponded  with 
every  organized  or  permanent  body  of  firemen  in  Ontario,  placing  before  them  the  nucleus  of 
the  legislation  the  Toronto  Fire  Fighters  had  in  mind.  It  was  then  found  necessary  that 
as  many  of  the  fire  departments  of  Ontario  as  possible  should  be  visited  by  Toronto  members 
so  as  to  explain  the.  proposed  Act  thoroughly.  This  was  done  and  the  success  met  with  can  only 
be  judged  by  the  support  that  was  given  to  the  Act  in  the  form  of  the  canvass  that  was  put 
up  to  the  Members  of  the  Ontario  Legislature  in  all  constituencies. 

The  next  line  to  follow  was  to  get  a  good  member  of  the  Legislature  interested  in  the  Fire- 
men's Legislature.  After  interviewing  different  labor  men  the  committee  were  finally  referred 
to  Mr.  James  Simpson,  he  at  once  became  interested  and  made  arrangements  for  the 
Committee  to  meet  the  Hon.  Mr.  Walter  Rollo,  Minister  of  Labor,  and  place  the  question 
before  him  for  his  judgment.  This  was  done,  and,  acting  upon  his  good  friendly  advice,  the 
committee  had  the  proposed  Act  drawn  up  and  Mr.  Thos.  Tooms,  M.P.P.,  representing  the 
Peterborough  riding  as  a  Labor  Member,  introduced  the  Act  to  the  Ontario  Legislature,  which 
passed  its  first  reading  on  April  26th,  1920.  The  committee  at  that  time  thought  they 
had  achieved  wonders,  not  knowing  the  hard  bumps  they  were  yet  to  receive,  for  it  must 
be  taken  into  consideration  this  committee  were  not  politicians  but  only  ordinary  firemen 
who  were  out  working  in  the  interests  of  the  Ontario  Firemen  as  a  whole,  and  were  therefore 
ignorant,  in  a  sense,  on  account  of  their  inexperience  with  legislative  matters. 

Upon  having  the  Act  introduced  the  committee  acted  on  the  advice  of  Mr.  Simpson  and 
started  a  complete  canvass  or  lobby,  whichever  you  wish  to  call  it,  of  every  member  of  the  Legis- 
lature, irrespective  of  politics.  This  may  sound  simple  on  paper  but  to  do  it  is  a  much  harder 
task  as  there  are  some  one  hundred  and  eleven  members  of  the  Legislature  to  get  in  touch  with. 
It  must  be  said  that  when  it  was  explained  to  these  members  that  the  Ontario  Firemen  who 
worked  under  the  old  continuous  duty  system  practically  and  actually  did  in  some  cases  work 
as  much  as  twenty  and  a  quarter  hours  per  day,  seven  days  of  the  week,  and  those  firemen  who 
were  graced  by  the  fortune  of  working  in  a  municipality  where  a  reasonable  council  had  given 
them  the  two  platoon  system,  worked  even  then  an  average  of  twelve  hours  per  day,  seven  days 
per  week,  or  in  other  words  they  worked  eighty-fotir  hours  each  week  in  comparison  to  the  Police- 
men and  other  civic  employees  working  an  average  of  forty-eight  hours  per  week,  as  they  only 
worked  an  eight  hour  day  and  six  day  week,  they  promised  that  they  would  give  their  whole- 
hearted support  to  the  measure  as  they  thought  it  most  reasonable. 

On  May  5th,  1920,  the  Act,  which  is  termed  as  "The  Fire  Departments  Hours  of  Labour 
Act,  and  classified  by  the  Firemen  as  being  "THE  DAY  OFF  ACT,"  was  given  its  second  read- 
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Compliments 


28  Major  Street 
Toronto 


Church  of  England 
School  for 
Girls 


Oshawa  --  Ontario 


PITANK  I  Main  7125 
PHONES  |  Ma.n  7n6 


COMPLIMENTS  OF 

If  artforft  3m 


Head  Office  for  Canada: 

24  WELLINGTON  ST.  EAST  TORONTO 
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ing  and  passed  in  the  Legislature.  The  next  procedure  was  for  the  Act  to  come  before  a  com- 
mittee known  as  the  Municipal  Committee  and  who  consider  all  measures  that  affect  the  munici- 
palities. The  committee  were  advised  then  that  it  would  be  to  their  best  interests  to  have  lined 
up  the  heads  of  every  organization  who  were  supporting  the  firemen  in  this  matter.  Not  only 
was  this  done  but  also  telegrams  were  sent  out  to  firemen  in  each  permanent  fire  department 
asking  them  to  put  forth  a  final  effort  and  see  their  local  representative  to  the  Legislature,  asking 
for  his  endorsation  of  this  Act  and  his  support,  also  asking  that  each  of  these  permanent  fire 
departments  have  a  representative  at  the  Parliament  Buildings  in  Toronto,  on  the  day  the 
Act  came  before  the  committee  of  the  Legislature. 

On  the  day  the  Municipal  Committee  dealt  with  the  "  Day  Off  Act "  the  Firemen's 
Committee  had  lined  up  representatives  of  the  Lord's  Day  Alliance,  Great  War  Veterans'  Assoc- 
iation, Grand  Army  of  United  Veterans,  United  Veterans'  League,  Trades  and  Labor  Congress 
of  Canada,  Independent  Labor  Party,  and  also  representative  firemen  from  Hamilton,  Guelph, 
London,  Etc.,  to  state  how  necessary  this  legislation  was,  not  only  to  the  personal  interests  of 
the  firemen  but  also  on  account  of  the  increased  efficiency  it  would  bring.  The  Act  passed  the 
committee  with  very  little  dissent. 

1  The  next  course  the  Act  had  to  follow  was  that  it  had  to  be  reported  back  to  the  House 

of  Assembly  and  was  then  referred  to  a  committee  of  the  Whole  House.  When  the  Act  came 
before  the  Committee  of  the  Whole  House  it  was  received  on  all  sides  in  a  most  attentive  manner, 
and  it  would  not  be  right  that  this  occasion  should  be  let  pass  without  stating  that  it  was  remark- 
able for  the  leader  of  each  of  the  four  parties  in  the  house  spoke  in  favor  of  the  Act.  The  leaders 
were:  Hon.  E.  C.  Drury,  Premier;  Mr.  G.  Halcrow,  M.P.P.,  leader  of  the  Labor  Members;  Mr. 
H.  H.  Dewart,  the  leader  of  the  Liberal  Party,  and  Hon.  G.  H.  Ferguson,  the  leader  of  the  Con- 
servative Party,  and  it  is  to  these  public  spirited  men  and  their  groups  they  represent  that 
the  Ontario  Firemen  must  thank  for  the  One  Day  Off  in  Seven  Act. 

May  13th,  1920,  the  Act  providing  for  the  Day  Off  was  called  by  the  Hon.  Parliament, 
Speaker  of  the  House,  for  its  Third  and  Final  Reading,  it  was  moved  by  Mr.  Thos.  Tooms, 
M.P.P.,  after  much  praise  regarding  the  moral  of  the  act  it  was  passed,  and  on  January  1st, 
J        1921,  it  went  into  operation. 

|        No.  182  BILL  1920  j 

An  Act  Respecting  the  Hours  of  Labour  of  Employees  of  Permanent  Fire  Departments. 

HIS  MAJESTY,  by  and  with  the  advice  and  consent  of  the  Legislative  Assembly  of  the 
Province  of  Ontario,  enacts  as  follows: — 

1 .    This  Act  may  be  cited  as  The  Fire  Departments  Hours  of  Labour  Act. 

g  2.    Where  in  any  city,  town  or  village  there  is  a  permanent  fire  department  the  officers  and 

employees  of  which  are  regularly  employed  and  paid  by  the  municipal  corporation,  every  officer 
and  employee  of  such  department  shall  be  off  duty  for  one  full  day  of  twenty-four  hours  in  every 
calendar  week,  but  where  what  is  known  as  "double  platoon  system"  is  in  operation  in  any  such 
department  the  twenty-four  hours'  release  at  the  change  of  platoons  shall  not  be  regarded  as 

1        a  day  off  duty  for  the  purposes  of  this  section. 

|  3.    The  provisions  of  this  Act  shall  have  effect  notwithstanding  any  regulation  or  by-law 

g        of  a  municipal  corporation  relating  to  a  fire  department. 

4.    Every  fire  chief,  superintendent,  director  or  officer  or  every  such  fire  department  who 
requires  or  requests  an  employee  of  the  department  to  be  on  duty  in  violation  of  the  provisions 
1        of  section  3  shall  incur  a  penalty  of  not  less  than  $10  nor  more  than  $100. 

1  5.    The  penalties  provided  by  this  Act  shall  be  recoverable  under  The  Ontario  Summary 

J        Convictions  Act. 

6.    This  Act  shall  come  into  force  and  take  effect  on  and  after  the  1st  day  of  January,  1921. 

|  THE  ONTARIO  FIREMEN  ORGANIZE  AS  A  BODY 

g  Seeing  the  fruits  of  this  semi-organized  effort  for  legislation  it  was  brought  forward  at  a 

meeting  of  the  Toronto  Fire  Fighters'  Association  that  an  organization  of  all  the  Ontario  Perm- 
s' anent  Firemen  be  formed  knowing  how  beneficial  the  same  would  be  in  respect  to  legislative 
matters.  Therefore,  acting  on  instructions,  this  same  committee  did  on  August  25th,  1920, 
have  a  convention  called  of  the  Ontario  Firemen  and  from  the  same  there  was  formed  what  is 
now  known  as  "The  Provincial  Federation  of  Ontario  Fire  Fighters."  These-following  officers 
1        were  elected  for  the  Ontario  organization:  President,  Peter  Herd,  Toronto;  1st  Vice-President, 
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S.  B.  Bladder,  Ottawa  (now  Chief  of  Pembroke);  2nd  Vice-President,  J.  Hotrum,  Hamilton; 
Secretary-Treasurer,  David  H.  Lamb,  Toronto;  Executive  Committee — A.  S.  Johnston,  Fort 
William;  G.  D.  Bolton,  London,  and  R.  McMillan,  Whitby;  Auditors— T.  Vyles,  London,  and 
D.  L.  McCarthy,  Hamilton.  At  this  Convention  it  was  voted  unanimously  that  the  President 
and  Secretary-Treasurer  be  given  full  power  to  look  after  all  Legislative  matters  affecting  the 
Firemen  before  the  Ontario  Legislature  and  included  in  the  agenda  for  the  coming  session  was 
what  is  now  known  as  the  Two  Platoon  Act. 

From  the  experience  gained  in  legislative  work  the  Hon.  Mr.  Rollo  was  interviewed  and 
Mr.  W.  A.  Crockett,  M.P.P.,  representing  the  constituency  of  South  Wentworth,  was  given 
charge  of  the  Act  after  the  same  was  drawn  up.  Upon  going  among  the  Members  of  the  Legis- 
lature the  Firemen's  Committee  were  informed  that  there  was  a  movement  on  foot  to  have  the 
Day  Off  Act  so  amended  that  it  would  read  as  follows : — 

Section  2  of  The  Fire  Departments  Hours  of  Labour  Act  be  so  amended  that  there  be  added 
to  it  "Except  in  cities,  towns  and  villages  having  a  population  of  less  than  one  hundred  thousand." 
Now  this  meant  that  it  would  only  be  of  benefit  to  Toronto,  Ottawa  and  Hamilton,  as  they  were 
the  only  Ontario  Municipalities  with  over  100,000  population.  This  indeed  put  a  fright  into 
the  committee  and  meant  many  consultations  and  much  action.  Now,  so  as  to  give  as  much 
complete  history  as  possible  relative  to  the  Legislative  work  of  the  firemen,  it  might  be  best 
that  we  review  the  both  acts  together. 

On  February  11th,  1921,  Mr.  Crockett,  M.P.P.,  did  introduce  An  Act  Respecting  the  Two 
Platoon  System  for  the  Employees  of  Permanent  Fire  Departments  and  which  passed  its  first 
reading  without  any  dissent.  Then  on  February  22nd,  1921,  there  was  introduced  another  Act 
pertaining  to  firemen,  but  of  a  different  disposition  than  the  first  mentioned  Act.  This  Act 
was  introduced  by  Mr.  F.  W.  Hay,  M.P.P.  (now  leader  of  the  Liberal  Group),  and  was  to  so 
amend  the  Day  Off  Act  that  it  would  only  benefit  such  municipalities  with  a  population  of  over 
100,000,  and  it  passed  its  first  meeting.  The  Two  Platton  Act  will  be  referred  to  as  Bill  No.  89 
and  the  Amendment  Act  of  the  Day  Off  Act  to  be  known  as  Bill  No.  124. 

It  was  now  just  a  case  of  having  thrown  your  hat  into  the  ring  you  must  put  forward  every 
effort  to  materialize  the  best  generalship  so  as  to  defeat  the  ulterior  motives  of  the  opponents  to 
the  cause  of  the  Firemen.  Therefore  the  first  caution  taken  was  to  go  to  each  member  of  the 
Legislature  individually  and  explain  in  detail  the  benefits  it  meant  to  the  firemen,  and  also  the 
increased  efficiency  and  return  that  the  citizens  would  be  getting  if  the  Two  Platoon  Act  would 
be  endorsed  and  the  Day  Off  Amendment  Act  defeated.  Nothing  worth  any  extra  comment 
happened  other  than  that  on  February  23rd  and  28th  Bills  No.  89  and  124  respectively  were 
given  and  passed  their  second  reading  and  were  referred  to  the  Municipal  Committee. 

This  now  meant  a  case  of  rallying  the  forces  together  for  real  action,  for  upon  talking  to  Mr. 
Hay  he  informed  the  committee  we  would  have  to  guard  our  guns  well  or  else  the  firemen 
would  lose  ground.  That  was  all  the  committee  needed  to  urge  them  on,  and  day  by  day  it 
was  a  case  of  a  steady  canvass  of  each  and  every  member  of  the  Legislature  from  the  Prime 
Minister  down.  So  on  March  3rd  at  10  a.m.  when  the  Municipal  Committee  convened,  the 
Firemen's  Committee  had  lined  up  all  the  organizations  that  helped  the  firemen  previously  and 
on  the  opposition  was  found  Municipal  Fire  Chiefs,  Solicitors  and  also  the  Mayors  of  many  of 
the  municipalities  ready  to  help  defeat  legislation  that  was  giving  to  the  firemen  humane  working 
conditions. 

It  was  moved  by  Mr.  Curry,  M.P.P. ,  that  both  bills  be  considered  at  the  same  time,  and 
this  was  amended  by  Mr.  A.  Lewis,  M.P.P.,  that  they  be  considered  separately,  with  Bill  No.  124 
considered  first.  The  amendment  carried  and  gave  the  Firemen's  cause  the  first  round.  The 
Opposition  opened  up  by  Mr.  Hay,  M.P.P.,  moving  that  the  Bill  No.  124  be  reported  back  to 
the  House  favorably,  and  he  was  followed  by  different  City  Solicitors,  Mayors  and  Fire  Chiefs, 
and  it  was  left  to  one  of  the  Fire  Chiefs  to  lay  the  weak  claim  when  he  stated,  "Look  at  me,  T 
have  worked  seven  days  a  week  under  the  continuous  duty  system  and  I  don't  think  I  look 
abused."    This  gives  an  idea  of  the  basis  of  the  claim  that  the  Day  Off  Act  should  be  amended. 

After  the  opposition  had  completed  their  case  stating  why  the  Act  should  be  amended, 
Mr.  W.  A.  Crockett,  M.P.P.,  opened  up  the  attack  on  behalf  of  the  firemen  in  a  most  admirable 
manner,  and  was  strongly  backed  up  by  such  members  as  Mr.  A.  Lewis,  Mr.  H.  H.  Dewart,  and 
other  members  who  are  friends  of  the  firemen.  It  was  finally  moved  in  amendment  that  the 
Bill  No.  124  be  reported  unfavorably,  and  this  was  carried.  This  was  Round  Number  Two  in 
favor  of  the  Firemen. 
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Then  Bill  No.  89  was  opened  for  consideration  and  led  by  Mr.  W.  Crockett,  M.P.P.,  and 
who  was  backed  up  by  such  eminent  men  in  organized  movements  as  Mr.  J.  V.  Conroy,  of  the 
G.W.V.A.,  who  stated  that  it  was  to  the  interests  of  the  returned  soldiers  that  the  Two  Platoon 
Act  should  be  passed  as  it  provided  more  work  for  those  who  went  overseas  and  who  were  now 
out  of  employment;  Rev.  Dr.  Snyder,  who  strongly  brought  forward  that  it  was  an  absolute 
necessity  that  all  men  should  be  treated  humanely  and  not  as  slaves  without  any  home  life,  as 
is  the  case  tinder  the  continuous  duty  system;  District  Chief  A.  Gunn,  who  gave  detailed  statistics 
showing  the  great  benefit  the  two  platoon  system  performed  in  the  health  of  the  firemen  in 
comparison  to  the  old  working  schedule;  President  Herd,  who  ably  explained  what  the  firemen 
had  to  undergo  in  respect  to  the  punishment  they  must  take  through  heat,  smoke  and  gases  to 
overcome  the  ravages  of  the  demon  fire;  Mr.  James  Simpson,  of  the  I.L.P.  then  in  a  most  aggres- 
sive manner  told  how  different  the  work  of  firemen  was  to  that  of  other  organized  bodies,  for  in 
other  cases  the  workers  would  strike,  while  in  the  case  of  the  firemen  they  would  not  be  allowed 
to  use  that  measure,  and  that  it  was  necessary  for  them  to  apply  for  humane  conditions  to  the 
Ontario  Legislature.  Mr.  Crockett  did  then  move  that  the  Bill  No.  89  be  reported  back  to  the 
house  favorably,  and  this  carried  and  gave  round  three  to  the  firemen,  as  the  Act  to  amend  the 
Day  Off  Act  was  now  defeated  and  now  all  the  weight  could  be  placed  on  making  the  Two  Platoon 
Act  successful. 

On  March  21st  Bill  No.  89  came  before  the  Committee  of  the  Whole  House  and  it  was  here 
that  the  real  battle  was  staged.  After  much  debate  and  many  amendments  and  motions,  which 
were  defeated,  while  some  did  not  even  receive  a  seconder,  it  was  then  moved  in  amendment  that 
this  Act  only  affect  municipalities  of  10,000  and  more.  With  this  amendment  the  Act  was 
carried  and  another  point  in  favor  of  the  firemen  gained. 

Wednesday,  April  13th,  the  Two  Platoon  Act,  in  the  absence  of  Mr.  Crockett,  M.P.P.,  was 
introduced  for  its  third  reading  by  Mr.  G.  Halcrow,  M.P.P.,  and  then  an  action  which  is  very 
unusual  in  parliamentary  circles  was  taken  by  Mr.  Calder,  M.P.P.  He  moved,  seconded  by  Mr. 
Marshall,  M.P.P.,  that  the  Bill  be  not  now  read  for  the  third  time,  but  to  be  read  the  third  time 
on  this  day  six  months.  This  brought  nearly  every  member  to  their  feet  to  speak  on  the  Act 
both  pro  and  con.  Then  upon  a  motion  and  the  required  number  of  members  asking  for  same 
a  division  of  the  house  was  called  and  which  resulted  in  the  following  manner,  those  members 
whose  names  are  not  mentioned  did  not  come  into  the  house  to  vote: — 

In  favor  of  Bill  89  being  tabled — Messrs.  Allan,  Asmussen,  Bowman,  Calder,  Cooke,  Crid- 
land,  Ecclestone,  Evans,  Fowler,  Govenlock,  Hay,  Henry,  Ireland,  Johnston,  Kennedy,  Mc- 
Arthur,  McLeod,  Mageau,  Marshall,  Mewhinney,  Montgomery,  Murdoch,  Nixon,  Oke,  Racine, 
Rankin,  Rennie,  Ross  (Kingston  \  Ross  (Glengarry),  Sewell,  Stringer,  Walker,  Webster,  Wid- 
difield.    Total  34. 

Opposed  to  amendment  to  table  the  Act — Messrs.  Black,  Brackin,  Buckland,  Cameron, 
Carmichael,  Carty,  Casselman,  Clarke,  Cooper  (Welland),  Crawford,  Cunningham,  Curry, 
Dewart,  Doherty,  Drury,  Evanturel,  Ferguson,  Grant,  Halcrow,  Hall,  Heenan,  Hicks,  Hill, 
Homuth,  Johnston,  Joynt,  Lewis,  McDonald,  McNamara,  MacBride,  Marceau,  Mathieu,  Mills, 
O'Neill,  Ramsden,  Raney,  Rollo,  Sinclair,  Slack,  Stevenson,  Swayze,  Taylor,  Thompson,  Tolmie, 
Tooms,  Warren,  Watson.    Total  47.    Majority  of  13  in  favor  of  firemen. 

By  the  same  division  the  motion  for  the  passing  of  the  third  and  final  reading  of  the  Bill 
was  carried  and  which  then  made  the  Two  Platoon  Act  operative  one  month  after  it  received 
the  Royal  Assent.  The  Firemen  won  the  final  round  and  the  battle  through  the  help  of  good 
staunch  friends.  It  is  a  strange  coincidence,  and  you  should  take  note  of  these  dates  and  figures: 
It  was  the  13th  of  May,  1921,  the  Day  Off  Act  passed  finally ,  and  the  13th  April,  1921  the 
Platoon  Act  passed  with  13  of  a  majority,  so  that  Mr.  Jinx  had  no  influence  on  the  cause  of 
the  firemen. 

BILL  1921 

An  Act  Respecting  the  Two-Platoon  System  for  the  Employees  of  Permanent  Fire  Departments. 

HIS  MAJESTY,  by  and  with  the  advice  and  consent  of  the  Legislative  Assembly  of  the 
Province  of  Ontario,  enacts  as  follows: — 

1.  This  Act  may  be  cited  as  The  Fire  Departments  Two  Platoon  Act. 

2.  Where  in  any  city  or  town  having  a  population  of  not  less  than  10,000  there  is  a  perm- 
anent fire  department,  the  officers  and  employees  of  which  are  regularly  employed  as  firemen 
and  paid  by  the  municipal  corporation,  it  shall  be  the  duty  of  the  chief,  superintendent  or  com- 
mission, as  the  case  may  be,  to  divide  the  members  of  the  said  fire  department  into  two  platoons 
who  shall  work  according  to  one  or  other  of  the  two  following  systems,  namely: — 
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No.  1  System — The  said  chief  of  the  fire  department  shall  not  keep  a  platoon  on  duty  for 
more  than  twenty-four  consecutive  hours  after  which  the  platoon  working  the  twenty-four 
hours  shall  be  allowed  twenty-four  consecutive  hours  off  duty. 

No.  2  System — One  platoon  shall  work  day  work  of  ten  consecutive  hours,  while  the  other 
platoon  works  night  work  of  fourteen  consecutive  hours,  each  platoon  to  alternate  every  seventh 
day  from  night  to  da>  work  and  vice  versa. 

3.  The  provisions  of  this  Act  shall  have  effect  notwithstanding  any  regulations  or  by-laws 
of  a  municipal  corporation  relating  to  a  fire  department  and  shall  work  in  conjunction  with  The 
Fire  Departments  Hours  of  Labour  Act. 

4.  No  deduction  shall  be  made  from  the  pay  or  the  holidays  of  the  employ  ees  of  a  perm- 
anent fire  department  by  reason  only  of  the  provisions  of  this  Act  applying  to  and  being  in  force 
in  the  municipality. 

5.  This  Act  shall  come  into  force  and  take  effect  one  month  after  it  receives  the  Royal 
Assent. 

This  review  is  given  to  show  what  can  be  gained  through  a  solid,  undivided  and  organized 
effort  being  put  forward.  It  will  also  be  noted  that  in  the  legislation  asked  for  that  there  was 
nothing  unusual  in  it,  for  it  still  left  the  firemen  working  longer  hours  than  the  other  civic  em- 
ployees. Then,  as  a  final  analysis,  what  results  have  come  out  of  both  the  Two  Platoon  System 
and  the  Day  Off  in  Seven?  In  the  olden  times  when  a  large  fire  would  break  out  there  would 
be  a  tired  body  of  firemen  after  the  fire  was  out,  and  when  it  is  said  body  it  is  meant  the  whole 
strength  of  the  department,  for  they  were  always  on  duty,  and  should  another  fire  occur  a  few 
hours  after  the  first  mentioned  large  fire,  instead  of  having  a  body  of  firemen  alert,  efficient  and 
ready  to  meet  the  fray,  there  would  be  a  fire  department  manned  by  strained  firemen  who  had 
already  taken  sufficient  punishment  from  smoke  and  heat  for  any  able  bodied  man  to  stand, 
and  were  therefore  in  no  proper  condition  to  do  the  work  demanded  of  them  at  the  second  fire. 
In  comparison,  to-day  we  have  two  platoon  of  men,  one  of  the  platoons  always  being  on  duty, 
and  then  there  are  the  men  who  are  on  their  day  off.  Let  a  fire  come  along  and  the  men  in  the 
stations  respond  to  it,  and  should  it  be  a  large  one  you  will  then  find  the  men  off  duty  on  their 
day  off,  and  the  men  from  the  platoon  that  is  off  duty,  going  to  the  fire  to  help  their  comrades, 
which  is  to  the  interests  of  the  citizens  whose  property  is  in  danger  from  the  fire.  It  is  a  fresh 
body  of  men  who  are  not  fatigued  but  who  are  in  the  pink  of  condition,  and  which  soon  shows 
its  benefits  as  the  fire  is  quickly  overcome  and  vanquished.  EFFICIENCY  has  only  one  mean- 
ing, energetic  firemen  working  under  proper  humane  conditions  which  allow  them  some  time 
to  enjoy  home  comforts. 

Since  the  passing  of  the  Acts  of  Legislature  governing  the  hours  of  employment  for  firemen 
the  Federation  of  Ontario  Fire  Fighters  has  also  been  the  means  of  having  placed  on  the  statutes 
different  measures  appertaining  to  the  working  of  the  fire  department  and  also  controlling  fire 
hazards,  as  well  as  amendments  to  the  Motor  Vehicles  Act,  and  from  recommendations  at  the 
last  convention  many  other  proposed  amendments  and  acts  will  be  brought  forward  at  the  1923 
session  of  the  Ontario  Legislature. 

UNITY  A  BYWORD 

The  above  discourse  is  written  to  show  that  the  organization  of  firemen  has  been  well  worth 
while  and  something  that  can  never  be  paid  for  in  dollars  and  cents,  and,  further,  that  it  should 
always  be  a  reminder  to  the  firemen  that  by  being  united  they  will  walk  hand  in  hand  with  pro- 
gress, while  being  divided  they  will  fall  over  and  into  many  a  chasm.  Then  again  this  History 
of  the  Toronto  Fire  Fighters  will  go  among  our  many  friends  in  the  business  and  financial  sphere, 
and  to  them  we  would  like  to  ask-  Have  the  firemen  gone  beyond  bounds  by  asking  for  legislation 
and  working  conditions  that  are  reasonable? 

A  LAST  WORD 

In  drawing  this  treatise  to  a  close  let  every  fireman  always  keep  in  mind  that  he  who  gives 
of  his  service  voluntarily  and  without  force  will  also  receive  two  fold  in  return.  Let  us  be  givers 
in  a  broad  mind  and  not  looking  for  what  we  will  get  back  in  return.  As  it  has  been  said  before, 
dollars  and  cents  will  not  pay  for  everything,  and  in  reiterating  that  statement  let  us  add,  that 
the  firemen's  investment  of  fifty  cents  each  month  is  only  a  small  donation  that  is  indeed  a  mite 
in  comparison  to  that  large  mountain  we  firemen  have  received  in  return. 
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DM.JOHNSTON  CO 

MODERN  FUNERAL  CHAMBERS 

TORONTO 


OUR  PRICES  AND  TERMS  ARE  ALWAYS  REASONABLE 


MR.  JOHNSTON  STILL  GIVES  HIS  PERSONAL  ATTENTION  TO  HIS 

REAL  ESTATE  AND  INSURANCE  BUSINESS 


HEADQUARTERS 

465  Gerrard  St.  East  [£^1  h^US]  Toronto 
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Past  Presidents  of 
Toronto  Firefighters 

LOCAL  1  1 3 


WILBUR  L.  MOODIE 

Joined  Department  November,  1910.    Promoted  to  rank 
of  Lieutenant  in  January,  1921. 

President  Toronto  Firefighters  Local  1 13 
1918-1919 


DAVID  LESLIE 

Joined  Department  December,   1902.    Promoted  to 
Lieutenant   January,    1916.     Promoted    to  Captain 
January,  1919. 

President  of  Toronto  Firefighters  Local  113 
1920-1921 
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If  You  Make  Up  Your  Mind 

that  you  will  not  pay  for  the  fuel 
you  require  for  cookings  for  heat- 
ing water,  for  laundry  work  or  for 
heating  your  home — until  actually 
used— then  we  can  help  you. 

VISIT  OUR  SHOWROOMS  OR  CALL  MAIN  8371 

THEpnuc*!  u  jrncr  pa  v  pnimk  in/  „ 

mm       IF  IT5  DONE  WITH  HEAT    -  YOU  C.\N  00  IT  BETTER  WITH  GAS  Mfl 

uuiyjufilulj  una  liUFimiri 

OF  TORONTO 


AN  excellent  example  of  Godson  road 
building  is  illustrated  by  the  accom- 
panying  photographs   showing  a 
section  of  Toronto's  marginal  boulevard. 

Work  commenced  on  August  14th  and 
the  road  was  opened  to  traffic  on  August 
26th.  21,000  yards  of  asphalt  surfacing 
were  laid,  one-third  of  which  was  As- 
phaltic  Concrete  over  macadam  and  the 
remainder  I1/2"  Asphalt  Binder  and 
IV2"  Sheet  Asphalt  over  a  concrete  base 
previously  constructed.  Two  asphalt 
mixing  plants  and  two  gangs  completed 
the  surfacing  in  the  record  time  of 
twelve  working  days. 

If  you  have  any  paving  problems, 
bring  them  to  us  and  we  will  gladly  co- 
operate with  you  towards  their  solutions 
and  the  furtherance  of  the  cause  of 
good  roads. 


GODSON  CONTRACTING  COMPANY, limited 


ASPHALT  AND  GENERAL  ROADWAY  CONSTRUCTION 
..    ....   .  Room  I  13  Manning  Chambers 

established  lo/j  11110  t 

Incorporated  1904  City  Hall  oquare    —  loronto 


Main  4881 
Main  5123 
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OFFICERS  OF  ASSOCIATION,  LOCAL  No.  113,  TORONTO  FIREFIGHTERS 

1 — F.  Wooster,  Secretary 
2 — W.  Walker,  Treasurer  3 — J.  L.  White,  Sec.-Treas.  Burial  Fund 

4- — J.  Reid,  2nd  Vice-President 
5 — G.  Phillips,  3rd  Vice-President  G — W.  L.  Salter,  1st  Vice-President 
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nunNc«  f  Gerrard  3885 
PHONES    Gerrar(1  3201 

OEDDING  AND  MATTRESS 
-D  RENOVATORS  — SKi^™^ 

Comforters  made  from  your  own  Feather  Beds.  We 
import  and  supply  our  own — 

DOWN  PROOF  SATEENS  for  COMFORTERS 

i 

1 

: 

George  j.  chapman 

s&amtarp  jreattjer 

iiflattregg  Companp 

1 

1 

Jfuneral  ©trector 

836  King  Street  West,  Toronto,  Canada 

Phones:  Adel.  4337;  Residence,  Lakeside  2157 

1 

1 

FUNERAL  CHAPEL 

Summerville,  Realtor 

Mem  be  y  7  ovonto  Real  Est  cite  BociycI 

Want  to  Buy?  Insurance. 
Want  to  Sell?                  Money  to  Loan. 

Want  \i\  R  (in  t  ?                         \7 altiatinn  TVTqi"1f> 

Want  to  Exchange?         Houses  Built  to  Order. 
478  Danforth  Ave.,  cor.  Lopan  Ave,  Toronto 

1 

i 
1 

MOTOR  AMBULANCE  SERVICE 

= 

1 
1 

754  Danforth  Avenue 

Phone  Gerrard  0736 

1 

1 

Toronto 

AT       YOUR  SERVICE 

i 

m 

HOTTER  THAN  SUNSHINE 

KLING  BROS. 

| 
| 

1 

KENNEY 

31Mebbincr  3S.tncrsi 

1 

COAL 

SPECIAL  PRICES 
LATEST  STYLES 

| 

1 

= 

R.  Wilson  Kennev,  Manager 

New  Address: 

| 

TELEPHONE  KENWOOD  3996 

241  QUEEN  ST.  WEST  =  TORONTO 

■ 

1 

s 

1 

I    W    Ratos                                                 R  M-irlrlnrk 

J.     VV  .    UdLca  IVIdUUULtV 

s 

1 

= 

jj 

T/ie  NEWEST  f^J  11717 
CREATION  V^V^l  1 

WITH  A  DOUBLE  FACE 

lates  lUtrtai  (En- 

J 

1 

If  one  gets  spoiled  there  is  still  one  more 
to  take  its  place 

MOTOR  EQUIPMENT 

I 

aii      0  y^x/i  iMr»r,n 

ALL  8-CYLINDER 

CADILLACS 

■ 

lion  &f)trt  Co. 

ho  Lombard  ot.                1  oronto,  Canada 

Telephone  Hillcrest  0268 

124  Avenue  Road         Toronto,  Ontario 
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1922  EXECUTIVE  COMMITTEE,  LOCAL  No.  113,  TORONTO 
1— J.  McGregor 

-R.  Lyons  3— A.  Cross 

4 — H.  Oliver 

-S.  Brown  6 — W.  McDonald 
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FIRE 

LIFE 

FOR  ALL  KINDS  OF 

INSURANCE 

SEE 

JACK  C.  RAMSDEN 

36  FRONT  ST.  EAST 
TORONTO 

ADELAIDE  2697 

TRINITY  3444 

AUTOMOBILE 

CASUALTY 

appreciation  = 

Appreciation = 

WE  TAKE  PLEASURE  IN 

ACKNOWLEDGING  THE 

PHOTOGRAPHS    OF  AP- 

SERVICES OF 

PARATUS  AND  FIREMEN 

fflv.  (paries  gplett 

USED  IN  THIS  PUBLICA- 
TION WERE  MADE  BY 

WHO    MADE  PORTRAIT 
PHOTOGRAPHS  USED 
IN   THIS  PUBLICATION. 

Slex.  3.  jWclean 

$ress  pljotograpbtr 

Studio — 

96  yonge  st.                    main  1098 

STUDIO— 

435  SPADINA  AVE.             TRINITY  5105 

munii  iiiiiiiiiiiiniiiiiiiiiiiiiiiiiiiiiiiiii  iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiii 
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MECHANICS  IN  THE  SERVICE  DEPARTMENT 


Top  Row — Leslie  T.  Brooks.  O.  Coupland,  O.  Brodie,  W.  Lane,  D.  Florence. 
H.  Beettam,  C.  Lennox,  J.  Agnew,  Master  Mechanic;  T.  Scott. 
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King  Edward  Hotel 

TORONTO,  CANADA 


4 

j 

■ill  1 
'i  i :  1 

f 

rim 

f 

\  \\\\  \  f '^f*^ 

a  »  >  »  >  i  :  "  j  5    .'  J  if 

»  J  «  1  J  1  J    g  j  i  \ ,*! 

1  !  1 1  M  1    iTis  it 

2  3  3  3  3  3  ;     1  J  a  i  jr; 

3  3  J  3  3  }  a     jju  J  3  a* 

( 

m  - 

UNDER  THE  DIRECTION 

UNITED  HOTELS  COMPANY  OF  AMERICA 


1000  Rooms  =1000  Baths 

TORONTO'S  SOCIAL  AND  BUSINESS  CENTER 


L.  S.  MULDOON  )  rrn  „  n,M[:iI 

E.  R.  PITCHER     \  Manager,  ^h°-  Nh'L 

C.  E.  HOSHAL      I  General  Manager 
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DRILL  TOWER,  HEADQUARTERS,  ADELAIDE  STREET 

116  feet  high;  the  firemen  practice  2  hours  each  day  from  May  until  October.    Note  the  net  stretched  and  men 

using  hand  ladders. 
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s 

1 
1 

1 

Richmond  and  Victoria  Streets,  Toronto,  Ontario 

Where  Pictures  and  Music 

1 

of  Quality  Rule 

PRODUCED  THIS  HISTORY 

PRINTING 

AND  BOOKBINDING 

WELL  DONE 

1 

PHONE  ADELAIDE  0102                      16  JOHNSON  ST.,  TORONTO 
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STATIONS 

There  are  652  men  in  the  Department  at  the  present  time. 
Office— 152  Adelaide  St.  West. 

♦Headquarters- — No.  1  Combination  Truck;  No.  1  High  Pressure  Hose  Truck;  No.  4  Aerial 
Motor  Hook  and  Ladder  Truck;  No.  1  Water  Tower.    142  to  150  Adelaide  St.  West. 

Station  No.  1 — No.  1  Salvage  Corps.    141  Bay  St. 

*Station  No.  2 — No.  2  Pumper;  No.  2  Aerial  Motor  Truck.    N.W.  corner  Portland  and  Rich- 
mond Sts. 

♦Station  No.  3— No.  11  Pump.    488 Yonge  St. 

♦Station  No.  4 — No.  4  Pump;  No.  4  Motor  Ladder  Truck.    S.W.  corner  Berkeley  and  Duke  Sts. 

Station  No.  5 — -No.  8  Combination  Hose  and  Chemical  Truck;  No.  1  Aerial  Motor  Hook  and 
Ladder  Truck.    110-112  Lombard  St. 

Station  No.  6— No.  13  Combination.    315  Queen  St.  West. 

Station  No.  7— No.  4  Combination.    470  Dundas  St.  East. 

*Station  No.  8 — No.  7  Triple  Combination  Pump.    S.W.  corner  College  and  Bellevue  Ave. 

*Station  No.  9' — No.  2  Combination  Hose  and  Chemical  Truck.    10  Ossington  Ave. 

*Station  No.  10— No.  3  Pumper;  No.  3  Aerial  Motor  Hook  and  Ladder  Truck.    34  Yorkville  Ave. 

Station  No.  11 — No.  3  Combination.    Corner  Rose  Ave.  and  Howard  St. 

♦Station  No.  12— No.  12  Pump;  No.  5  Motor  Hook  and  Ladder  Truck.    160  Bolton  Ave. 

♦Station  No.  13- — -No.  1  Pump.    1717  Dundas  St.  West,  near  Lansdowne  Ave. 

♦Station  No.  14 — No.  14  Combination;  No.  4  Hook  and  Ladder  Truck.    754  Ossington  Ave., 
near  Bloor  St. 

♦Station  No.  16 — No.  16  Combination  Hose  and  Chemical  Truck;  No.  5  Hose  Truck;  No.  2 
High  Pressure  Hose  Truck.    111-113  Richmond  St.  East,  near  Jarvis  St. 

♦Station  No.  17 — No.  12  Combination.    1907  Queen  St.  East,  corner  Herbert  Ave. 

♦Station  No.  18 — No.  6  Motor  Hook  and  Ladder  Truck;  No.  15  Pumper.    Cowan  Ave.,  near 
Queen  St. 

Station  No.  19- — No.  14  Pumper.    386  Perth  Ave.,  near  Royce  Ave. 

♦Station  No.  20— No.  15  Combination;  No.  3  Motor  Hook  and  Ladder  Truck.    906  Keele  St., 
near  Dundas  St. 

Station  No.  21— No.  21  Hose  Truck.    69  Ford  St.,  near  Connelly  St. 

Station  No.  22— No.  8  Motor  Hook  and  Ladder  Truck;  No.  24  Combination  Hose  and  Chemica* 
Truck.    87  Main  St.,  near  Swanwick  Ave. 

Station  No.  23 — No.  23  Pumper.    243  Howland  Ave.,  near  Dupont  St. 

♦Station  No.  24 — No.  6  Triple  Combination  Motor  Pump;  No.  9  Motor  Hook  and  Ladder  Truck. 
Balmoral  Ave.,  near  Yonge  St. 

Station  No.  25 — No.  25  Combination  Hose  and  Chemical  Truck;  No.  11  Motor  Hook  and  Ladder. 
61  Hendrick  Ave.,  near  St.  Clair  Ave. 

♦Station  No.  26 — No.  8  Triple  Combination  Pump.    492  Greenwood  Ave. 

Station  No.  27— No.  27  Hose  Truck.    106  Ascot  Ave.,  near  Earlscourt  Ave. 

Station  No.  28 — No.  28  Hose  Truck;  No.  10  Hook  and  Ladder  Truck.    16  Montgomery  Ave., 
near  Yonge  St. 

Station  No.  29 — No.  2  Motor  Hook  and  Ladder.  S.W.  corner  College  and  Bellevue  Ave. 
Station  No.  30 — Ashbridge  Bay  Station,  No.  10  Motor  Truck.  Ashbridge  Bay  District. 
Exhibition  Station. 

♦  Gasoline  Supply  Stations. 
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O  those  whose  goodwill 
and  friendship,  through 
their  advertising  or  con- 
tributions, have  helped 
to  make  this  volume  a 
success,  thereby  giving  us  the 
nucleus  for  our  u  Burial  Fund," 
we  extend  our  cordial  apprecia- 
tion and  heartiest  wishes  for  their 
happiness  and  prosperity. 

Sincerely, 
Toronto  Firefighters,  Local  113 
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DAVID  H.  LAMB 
General  Secretary-Treasurer 
The  Provincial  Federation  of  Ontario  Fire  Fighters 
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Biographical  Sketch  of  Members  1924  Board  of  Control 

MAYOR  WILLIAM  WESLEY  HILTZ 
Horn,  Erin  Tup.,  Wellington  County,  Ont.,  1872.    Son  of  late  Edward  Hiltz,  farmer. 
Educated,  Georgetown  and  Brampton  high  schools,  Milton  Model  School,  and  Normal 
College  School,  Hamilton. 

Service  in  council,  six  years  as  alderman,  Ward  1.  Elected  Hoard  of  Control  in  1921-22-23. 
Married  Miss  Annie  1).  Laidlaw,  Georgetown,  in  1899.  Mr.  and  Mrs.  Hiltzhave  6  children. 
Religion,  Methodist.     Politics,  Conservative. 

Occupation,  builder,  having  built  350  substantial  houses  in  North  Riverdale.  Residence, 
(>N2  Broadview  Ave.    G.  0137. 

Member  ( Jrange  ( )rder,  ( )dd  Fellows;  Chairman,  Management  Commit  tee,  Industrial  Schools, 
Mimico  and  East  Toronto;  committee  of  management  Y.M.C.A.;  president  Methodist  Sunday 
School  Union  of  Toronto;  Dominion  Alliance  committee;  committee  of  100,  Riverdale  Ratepayers' 
Association. 


CONTROLLER  JOSEPH  GIBBONS 

Born,  Welleslev  township,  Waterloo  County, 
L864. 

Son  of  Michael  Gibbons,  farmer. 

Educated  Maclon  Separate  School. 

Served  in  Council,  alderman,  Ward  5,  L915- 

1916-1917-1918.    Controller.  1920-1921- 

1922-1923. 

Married  Miss  Margaret  Corcoran,  Haldimand 

County. 
Religion,  Roman  Catholic. 
Politics,  Indipendent. 

Occupation,  Business  Agent,  Toronto  Street 
Railway  Employee's  Union  since  1912. 

Was  one  of  labor's  representatives  on  Work- 
men's Compensation  Board.  Unemploy- 
ment Commission,  Ontario  Housing  Com- 
mission and  War  Trade  Board. 

Member  of  the  independent  Labor  Party. 


CONTROLLER  A. 


HACKER 


Born  Port  Hope,  Ont.,  June  7th,  1868. 

Son  of  Henry  Hacker,  Shipbuilder. 

Educated  Public  School,  Port  Hope. 

Served  in  Council,  1921-1922-1923  as  Alder- 
man for  Ward  5;  Controller  1924. 

Married  Miss  Hannah  Maude  Ray,  Port 
Hope,  Ont. 

Religion,  Methodist. 

Politics,  Liberal. 

Occupation,  Realtv  Broker;  office,  105  Con- 
tinental Life  Bldg.;  Adelaide  3054.  Resi- 
dence, ()3Sj/2  Euclid  Ave.;  Trinity  ()">17. 

Member  of  Harmony  Lodge,  A.F.  &  A.M., 
William  III.,  L.O.L.,  No.  140. 


CONTROLLER  THOMAS  FOSTER 

Born,  Vaughan  Road,  York  Township,  1852. 

Son  of  Mr.  and  Mrs.  J.  T.  Foster. 

Educated,  Public  schools  and  British-Amer- 
ican College. 

Served  in  City  Council  twenty  years,  eleven 
as  alderman  and  nine  as  controller,  includ- 
ing 1924. 

Married  Miss  Elizabeth  Macauley,  Toronto. 
Religion,  Presbyterian. 

Politics,    Conservative.    Was  Conservative 

M.P.  for  East  York  from  1917  to  1922. 
( lecupation,  retired. 

Activities,  economical  municipal  government. 
Resides,  20  Victor  Ave.    Tel.  Ger.  2292. 


CONTROLLER  ROBERT  HENDERSON 
CAMERON 

Born,  Aberdeen,  Scotland,  1X07. 
Son  of  late  John  Cameron. 
Educated  in  Toronto. 

Served  in  Council,  alderman  Word  4,  1  * )  1 4 - 
1915;  Controller  1916-1917;  ran  for  Mayor, 
1918.    Elected  Controller  1919,  1920. 

Married  Miss  Camplin,  of  Toronto. 

Religion,  Baptist. 

Politics,  Conservative. 

Occupation,  Manufacturer. 

Takes  a  strong  stand  in  favor  of  economy  in 
the  administration  of  civic  business. 


THE  ALDERMEN  FOR  1924 


Ward  L— 

W.  0.  Summcrville 
R.  Luxton 
G.  Smith 


Ward  II. — 
|.  Winnett 

B.  Wemp 

C.  A.  Risk 


Ward  III. — 
F.  Denton 
H.  W.  Hunt 
A.  W.  Garrick 


Ward  IV.- — 
S.  McBridc 
N.  Phillips 
C.  Pearce 


Ward  V. — 

G.  E.  Blackburn 
W.  J.  Stewart 
B.  |.  Miller 


Ward  I  — 

Rev.  F.  E.  Powell 
P.  M.  Douglas 

Ward  V. — 

Bv  Acclamation 
W.  0.  McTaggart 
Dr.  G.  S.  Brown 


Ward  VE- 
IL Svkes 
S.  I.' Wright 
I.  S.  Laxton 


Ward 
H.  1 

r.  e 


BOARD  OF 
II.— 
.  Kerr 
Forfar 


Ward  VI. — 
W.  G.  McBrien 
Dr.  J.  Hunter 


Ward  VII.— 
S.  Ryding 
F.  Whetter 
H.  M.  Davy 

EDUCATION 
Ward  III, 
J.  Wanless 
W.  Houston 

Ward  VII.— 
F.  B.  Edmunds 
Mrs.  E.  L.  Grovi 


Ward  VIII.- 
F.  M.  Baker 
R.  Dibble 
I.  Turner 


Ward  IV.— 
J.  McClelland 
S.  Factor 

Ward  VIII.— 
Dr.  E.  G.  Beer 
A.  D.  L.  Burnese 
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The  MERCHANTS  FIRE 

INSURANCE  COMPANY 

(Did  the 

TORONTO  FIRE  DEPARTMENT 

offer  unbeatable  Fire  protection  for  the  City  of 
Toronto  and  environs.  The  work  of  the  Fire  De- 
partment is  excellently  portrayed  in  the  low  Fire 
losses  in  this  City  for  years  past — the  record  being 
one  of  the  best  in  the  whole  continent.  The  Mer- 
chants Fire  Insurance  Co.  in  turn  bears  a  splendid 
reputation  for  reasonable  rates  and  prompt  and 
satisfactory  payment  of  all  Fire  Claims. 

Assets  Exceed  One  Million  Dollars 

ALFRED  WRIGHT  FREDERIC  P.  WYTHE 

President  Manager 
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PRESENTATION  OF  THE  BANNER 

bij  the  Ladies  of  Toronto 

TO  THE  FIRE  BRIGADE 
August  10,  1848 


ADDRESS  BY  THE  MAYORESS 
Mr.  Chief  Engineer,  Officers  and  Members  of  the  Toronto  Fire  Brigade: 

Having  been  appointed  by  a  number  of  the  Ladies  of  our  good  City  to  address  you 
On  this  occasion,  I  beg  to  say  in  their  name  and  my  own,  that  while  we  have  reason  to 
bless  the  Institutions  of  our  Country,  which  have  provided  us  with  a  brave  and  distinguished 
Army,  and  a  valiant  and  powerful  Navy,  to  protect  us  from  the  aggressions  of  foreign  foes, 
we  have  no  less  reason  to  be  proud  of.  nor  less  cause  to  be  grateful  to  the  generous  and 
noble-minded  men  of  the  FIRE  BRIOADE  of  Toronto,  who,  regardless  of  their  own 
personal  ease  and  domestic  comfort,  arc  ever  ready  voluntarily  to  come  forward  in  the 
moment  of  peril,  and  risk  their  health,  their  limbs,  or  even  their  lives  to  protect  their 
fellow-citizens  from  the  ravages  of  accidental  conflagration,  or  the  direful  machinations 
of  the  incendiary;  and  who,  upon  all  such  occasions,  so  fearlesslv  devoted  their  energies 
to  preserve  to  us,  our  lives,  our  property,  and  our  much-loved  homes. 

Impressed  with  these  feelings,  Gentlemen,  the  Ladies  of  Toronto  have  prepared  as 
a  complimentary  testimonial,  which  I  doubt  not  will,  "by  honorable  and  patriotic  men. 
be  more  highly  esteemed  than  pecuniary  remuneration,"  a  BANNER,  emblazoned  with 
suitable  mottoes  and  devices,  which  1  have  now  the  honor  of  presenting  to  you,  and  which 
we  trust  you  will  preserve  as  an  evidence  of  our  high  and  grateful  consideration  ;  and  allow 
me  to  assure  you  that  it  is  accompanied  by  the  united  and  heartfelt  desire  of  the  Ladies 
of  Toronto,  that  the  Almighty  Ruler  of  the  Universe  may  long  bless  and  preserve  you  in 
health,  happiness,  and  prosperity,  to  enjoy  that  confidence  and  esteem  among  your  fellow- 
men  to  which  your  eminent  services  so  justly  entitle  you! 


REPLY  OF  Till'  (MUFF  ENGINEER 

Madam,  and  Ladies: 

I  assure  you  that  it  is  with  the  greatest  pleasure  that  I,  on  behalf  of  the  TORONTO 
FIRE  BRIGADE,  render  you  their  most  grateful  thanks,  and  my  own,  for  this  splendid 
token  of  your  favourable  estimation  of  our  humble  services. 

We  cordially  join  you  in  honoring  those  Institutions  and  those  guardians  of  the  Na- 
tion's safety— the  Army  and  Navy — which  have  ever  obtained,  and  still  maintain,  lor  our 
Fatherland,  the  proudest  pre-eminence. 

For  the  flattering  terms  in  which  you  have  been  pleased  to  allude  to  the  services  oi 
the  FIRE  BRIGADE,  and  your  very  generous  declaration,  that  we  share  in  the  honor  of 
forming  that  guard  upon  which  you  rely  for  the  protection  of  your  peaceful  and  happy 
firesides,  accept  our  grateful  thanks. 

This  BANNER,  chaste,  classical,  and  truly  eloquent-  -ever)'  beautiful  device  produc- 
ing in  our  breasts  responsive  emotions — proclaiming  to  the  world,  as  it  does,  rich  trophies 
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won  from  the  flame,  and  awarded  by  you  as  a  kind  and  generous  testimony  of  your  approval 
of  our  humble  endeavours  to  shield  all  from  harm  or  ruin. 


Your  valued  gift  the  Standard  of  the  TORONTO  FIRE  BRIGADE— shall  be  ever 
dear  to  us;  not  more  for  its  splendid  and  tasteful  emblazonry  than  for  the  kind  and  feeling 
terms  in  which  you  have  been  pleased  to  convey  it  to  us. 

The  BRIGADE  has  now  existed  nearly  a  quarter  of  a  century,  and  there  are  many 
in  that  long-associated  band  before  you  who  have  never  been  absent  from  that  thrilling 
summons,  the  Fire-alarm — and  in  Divine  mercy  they  have  been  permiited  to  pass  unscathed 
through  the  fiery  ordeal,  and  to  appear  here  this  day  to  receive  at  \rour  fair  hands  this 
very  generous  reward. 

Ladies,  allow  me  in  the  name  of  the  TORONTO  FIRE  BRIGADE,  to  pledge  you  their 
truest  devotion;  and  in  future,  as  you  hear  upon  the  night  wind  the  clanging  of  the  Alarm- 
bell,  and  gaze  with  terror  upon  the  maddening  flame,  you  shall  also  hear  the  accustomed 
cry — "They  come — the  Firemen  come!" — And  amid  the  conflict  with  that  terrible  element, 
should  any  Firemen  pause — if  the  word  onward  should  fail — if  nature  should  sink  under 
the  unequal  contest — one  word  shall  reverberate  from  rank  to  rank — but  one  word — -and 
that  word — the  "BANNER!" — and,  within  hearing  of  that  sound,  there  shall  be  no  recreant 
Fireman. 

And  now.  Ladies,  in  return  for  your  kind  wishes  for  our  welfare,  be  pleased  to  accept 
our  very  grateful  acknowledgments,  and  believe  us  that  you  will  be  held  in  our  most  valued 
estimation,  so  long  as  one  device  or  one  word  of  this  magnificent  BANNER  remains,  or 
sf>  long  as  this  proud  day  is  remembered. 

Uniting  our  most  .sincere  prayers  that  you,  the  Ladies  of  our  fair  City,  may  long  be 
blest  with  health  and  happiness,  we  thank  vou  for  the  distinguished  honor  this  dav  con- 
ferred upon  the  TORONTO  FIRE  BRIGADE. 


This  Banner  was  presented  to  District  Chief  Alex.  Gunn,  Jan.  17th,  1924,  by  his 
esteemed  friend,  E.  J.  Ritchey,  who  lives  at  256  Dunn  Avenue,  Toronto.  Mr.  Ritchey 
has  passed  his  80th  birthday,  and  is  strong  and  hardy. 

The  Banner  came  into  possession  of  Mr.  Ritchey  through  his  father,  John  Ritchey, 
who  was  one  of  the  pioneers,  having  arrived  here  in  1819  after  a  perilous  journey  of  16 
weeks  crossing  the  Atlantic.  Mr.  Ritchey  Sr.  was  a  member  of  the  City  Council  for  many 
years,  so  had  direct  supervision  of  the  Volunteer  Fire  Brigade. 

The  Banner  is  white  satin  in  a  most  excellent  state  of  preservation.  Originally  was 
presented  by  the  ladies  of  Toronto  through  Mrs.  Geo.  Burnett,  the  Mayoress,  at  Govern- 
ment House  to  Chief  Engineer  Robt.  Beard,  who  was  in  charge  of  the  Volunteer  Fire 
Brigade  in  1848.    Needless  to  say  it  is  very  highly  treasured  in  its  76th  year. 
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